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niti MMBBtBLB I'ov 

Hv KliwAKi) X. Mahtin. 

Charles olcott, 16 years oli, with 
his mother and two young hrothera, 
Uved nil m homesteader's claim in 
Alberta, north of Edmonton The 
mi, consisting of 190 acres of 
fertile valley land.lhad been taken 
several years previously by bts 
fattrer, who, on used to hard work, 
had passed into the Qreal Beyond 
and left bis family alone In, the 
straggle to pay money borrowed for 
Improving the olalm and to purchase 
live Htin-k, farming Implements and 

,Ih It was a heavy Imnlen, but 

nne they lm<i so fai borne sucoes*- 

fully. 

"We are not so badly off, mother," 
Charlie said one morning after 
ikfaat. "We are going to have 
a big crop which will sell for enoagti 
to pay the >- L .'<Ki ,|u,. |d October, lie 
sides leaving plenty for supplies aud 

OlOtheS for wuitei ; then in one year 
more we can prove up anil the place 
is fill im " 

' That is all tight, son," Mis 

Olcott answered. Sou know l i 

never win i ieel about the farm, 

What troubles me is your education 

It, will not do for my boys to grow 
uji in Ignorance, In these tunes 

ednoation is everything 

" Well, mother," the i )() y replied, 
half laughing, half seriously, " don'l 
get discouraged We must do our 
best and trust to Providence for the 

« 'iieer up, Cheer up." 

" H.:y! Charlie! Charlie' Come 

quickly," shouted iwelve-year-old 
Jimmie pokiug his .head in si the 
kitchen door. lha 

geMe again 

" Oh that miserable fox I" moaned 
Mis. Olcott. " Hon 

! ailvice, for gUU in haiul 

he whs already in the yard, hut 

too late, for the animal was through 
the fence ami away, Carrying, slung 
BOrOM its hack, a half-grnwi. 
I'll put, a stop to that, kind of 
work," Charlie said y to his 

brother." "This is the third one 
taken " Then, throwing a bridle 
over the head of \ V hi: his 

horse, iiiid unchaining Old Nim the 

hound, he staiteil after the go 
■lor. 
The I rail led at Hist, along the 
creek bottom, where the fox, hard 
pressed, dropped its dinner, then 

ih to broken ground and Anally, 
eflmblng a rocky hill, ran lnt< 

den only a .jump ahead ol the hound. 
< li.ii lie, now following on loot, 

rnd the dog by turns baying loud 

ly, then nosing Hie hole, sho, 
his head in im possible, then 

withdrawing it and digging a) the 

flinty hillside to cnlai pen 

log until his paws Wed. 

"Cot him, old hoy?" Charle 

the dog, who whimpered and 
ids tall as if trying to answer, " 1 

but I don'l know how we are to 
him mil 

The hoy had not been gone from 

the bOUie half an horn when an auto 
pUfied up to the fun and 

Albert Stowell, money lender and 
banker in a small way, whose pi 

of bust i irest vlll 

came up the walk to the lion 

"Mrs. Oolott," lie said, when 

led in the small front room, 

" I have come lo see about the note 

and mortgage I hold." 
" V 

*200dne in October am: \ ear 

later, beside soma Interest. I think 
we cau in payments when 

they come due. Von , «| |, a \ 

vine your ni 

" Inlep 

Interest," the man said, hesitatin 
, on see, tllidei OOndltloU 

■ortfkge, If Inten doi paid 

promptly, at my option, the whole 
p,.,, well as In teres) bee 

due. Vou gre Ave 'lays lale in 

paying the last awtrters lute 

I \ have chosen tO call in the 
loan. The whole amount 
1607 ;.'■ and mi "i "Ithli 

• Ihvh <»r I shall foreciosi \ on • 

horse cattle, farm Implements and 
gn>wii u . 

" I , why, why, you ne\ 
would think of doing a thing like 
that. It would 

—tO Work tin. |,|,.„. ( . with," Hie 

oalshed women managed to 

11 olltiliued, " | (hoUgtll H 

or I wo would ma.. 

wasn't convenient to go (,, lo „ ,, 

were ee busy. I'll 

." Not unlcHs you pay the lull 
amount," the man hut 

to mIioW I am fair you 
proper! to me and it 



you include the claim, I let n 

-I'll buy tickets back In the 

for you and the boys and 

I'll do it sou a 

hundred dollars in money besides. 

Now that is what I call being 

liberal, veiy liberal. Yes, indeed." 

11 Liberal!" the.woinan exclaimed, 

angrily. We've put $2,000 cash 

into the place besides out labor, and 

and the claim, as soon as M 

title, is won BOre, ami 

you talk about $100. No, sir. I 

will sign nothing over. Now go. 

Get mi' quickly or I'll Bet the dog 

on vou." 

'■" Sou will, eh ?" Stowell ex- 
claimed. 

" Well, you'll be sorry. I'll not 
Blve you one cent now, and .'ill im 
I've taken my property away you 

can stay and starve." With that 
he hurried lo his car, glancing back 
as he went lo see if Mrs Olcott had 
mad,' her threat good and . 
the dog, 

"Charlie, what shall we do?" 
cried his mother when lie came in, 

■ 1 and excited fioin hi 
hunt. Then with tears in hei 

she told of Stowell's demands, ask- 
ing agniu, " What shall we do 

" I don'l know, mother. Let me 

think," he replied. 

At supper lime he ad\ 
" V on lake Dull and Joe and drive 

lo Edmonton in the double bu 
Try Mr. Boiss, the banker. Father 

10 know him. See if he will 

buy the mortgage. If ho will uol , 

to vour folks east ; i 
they will lend you the uioiicv 

" But, Charlie," she oi.j .■, 
"il, would take two days going, ten 
more to send a, letter east and 

an answer. Why, I'd be gone two 

full weeks Who would 

for you ? Who would do the 
cooking V" 

'•Whom do you suppose V" he 
asked; then without waiting for a 
reply. " You oldest son, ol 
com 

" Huh I" said Jimmie, with scoi'n. 
" I see our finish. When 
come hack, mother, you will Bod 
(one Hired out living 

skeleton in a museum 

( ■■rlheless soon H I Plight 

mornlug, Mrs Olcott began 

her lone. Hip and Charlie was 

installed as cook 

Money was scarce at Edmonton 
and Mrs. OlQOtl was aosuooi 

there. Nor weie her brothers able 
lo help, I at beat t, she 

started homeward, after th 
peeled nbsence of t wo weeks 

When nearly borne, as she topped 
e of ground and saw the fai in 
spread before her, beautiful in the 
green of a growl i 

wheat, she fell she could I 
up. " The most fertile tract of 
land in all the great iiorthw. 
her liiisb.i.id had often said. Hut 
what was she to d 

H the pasture gate through 

which a road led lo the house, 

I le had seen her 
•el was waiting lor a lilt. 

" Hullo, Jimmie boy," she : 
ed 1 1 1 iii '• What have you in thai 
heavy Throw il into the 

buggy and climb in after it and tell 

me all the news You seem to have 
done well on brothei log. 

do you ', 
" He he hasn't done milch lale 
ly," the boy answer.., I. " You 

i two boarders and- -and 
the) i lot oi ,• mned stuff and 

. .en living high. Only they 
ain't got no— 1 mean haven'l 
any potatoes j SO they sent me . 
lo Ilensiin's to huy some, and tin 
two dollars Worth in lee, 

they must be rich, spending all. that 
mom 

" Hoarders," said his molhers 
" 1'. 
What do they » 

.limmic replied 

"They go bunllng with Charlie 
BVei oily they ain'l haven't, 

I me ns " 

.■oil found the hoiis, 

prlslngl in ; iloiiis ii.. 

irbbed, dish, d, beds i 

ly made, m.l an\ el the ilisoidc ■• 

She kill hloken and made 

supper ready ami about the I line 
re boUing Charlie 
and his b up 

te from I'enn- 

-••it«t, on heli 
trodm Are doing a little 

Il II til II rtei liked that 

we've been boarding 

with ii i in we'll ha, 



"Oh, no," thi« lady quickly re- 
plied, ' We will manage. The boys 
leep in the hayloft.' 
" Won't that be fun," all three 
exclaimed at once 

ut, mother," Charlie said, 

" tell us about youi trip. Did you 
i, 

"No, Hon, 1 dill not. Everything 

went wrong." 

" Too bad. Too bad," he replied, 
but did not seem as downhearted 
as his mother supposed be would. 

When the meal was finished, 
Charlie laughed ami said : " Mother, 
don't you dare go near the little 
hen house. Mr. .lones here has I wo 
little baby foxis he's feeding and 
tryibg to tame When they are old 
enough he wishes lo take them east 

Ynu know we dug out tho old rob* 

her fox anil these are her babies. 
She was stealing our geese to feed 
them." 

" Poor old fox. Now she has lost 
het babies, I am sony for her," 

said Jimmie 

nd her home, loo," added 
Charlie. 

" Which I fear is what will hap- 
pen to us," Mrs. Olcott continued, 
her eyes filled with tears 

" Never despair, ma'am. Never 

despair," oomforted Mi. Jones. 

" When 1 was a boy and went to 
Sunday school, they used losing 
a hymn. Don't exactly remember 
how it went. Something like this, 
" For (mmI works in mysterious 
ways his wonders to perforin " 
Don't get downhearted; things may 
not he as bad as they look." 

The day when the money must he 
paid came all too soon. 

" Not going bunting any more 

Going to star I back east. The foxes 

are big enough to be moved safely. 
Will stay around though and see 
that loan shark does not take at 
thing that isn't in the mortgage," 
Jones announced at breakfast 

Just at eleven, Stowell came bring 
ing a constable. With a swagger 
he went into the room where Mrs. 
OlOOtt sat orylng. The boys were 
there also, trying to look sober; but 
constant grlna kept chasing their 
glum looks away. The constable 
followed Mr. Slowell into the loom 
and add Mrs. Olcott ! "Lady, 

under the law I am compelled to de- 
mand payment of this note, else I 
must proceed to sell the goods oover 

ed by the mo -eouring ■' " 

', Mr Slowell, "she cried, "he 
mercilul. Heave us something. \ 
(low, a ItOrse, a plow Don'l strip 
the farm hai I 

" Not a thing will I leave that I 
have a right to lake," Stowell an 
BWered. "Set the don on me, 1 
think you said. Do;:, eh ?" 

" What is the whole amount due ?" 
Charlie asked of the offlw 

fever mind talking to him," 
II shouted angrily. "I'll show 
him how he stands in live minutes 
more 

" I have a right to know and dc- 
maod you tell me the full amount 
the boy spoke stoutly. 
" Well," the constable' replied, 

" l suppose it's no harm teiim 

the note with interest is 150 
Alter the sale my fees will be added 
to it 

"There will no sale." Charlie 
Bred. " Here is yonr money," 
tig him a roll of bills. 
" Hej '■ Don't take that 
it's OOUnterfelt, or else 
Don'l ailed 

Seem" all right," tUBOfl 
■ and counting it ; then he pass 
ed note and mortage to the boy, who 
in turn gave them to his mother. 

harlie, Charlie, where did you 
yet so much i:ionc\ d the 

astonished woman. 

" Tell you presently, ma,' 
to the door 

calling, " Nim. il. in, 

him, boy, and. as (he nog With a 
bat k . nne bounding into the 

room, Slowell .Weill oul of the 
window, into his auto and wai 
tolling up the toad, leaving the 
constable to bring the money and 
find his way ba, uhl. 

. ma'am," Jones told 
Mrs. OlOOtt, when things had In- 
come quiet, " those you are 
doable, \\ ut here 
buying back foxes for a fur farm 
in Peni Viiur boy knew 

win We dua litem 

out and divided equally with him, 
his share I He's 

got the rest hidden 
kid?" and Charlie la.: 
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stolen. 
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The Art ol I ,l«f <-nl«g 

It is said of Sir Walter Scott that, 
although one of Che best talkers in 
the world, lie was also Hie best 
listener. With the same bland 
look he would watch, throughout 
au entire evening, the lips of his 
garrulous tormentor ignorantly dis- 
coin sing on Greek epigrams, oi 
crassly dilating on the intricacies of 
a parliamentary debate. 

It was said of Madame Kecamler 
that she listened most winningly, 
and this was one secret of her won- 
derful power to charm. 

Do you remember the story toll 

by Sterne in "The Sentimental 

Journey?" Se bad been represent- 
ed to a French lady as a great wit 
and an engaging couverser, and the 
lady was impatient for an introduc- 
tion that she might heai him talk. 

They met, and, writes Sterne: " I 
had not taken my seat before I saw 
she did not care a sou whether I had 
any Wit Ol BO I was to be con- 
vinced that she, had. 1 call heaven 
to witness 1 never once opened the 
door of my lips." 

The lady afterward said she never 
in her life had a moie improving 
conversation with a man. 

Many other instance** might be 
mentioned, derived from both fact 
and fiction, to show how attentive 
lifeteuing may enhance the delight* 
of conversation, and that one may 
sometimes gain a reputation for 
conversational powers by exeieisinu 
one's ear instead of one's tougnc. 

" A frequent caller at my home," 
said a lady " is a capital story- 
teller, always instructive and pleas- 
ing; but she is a poor listenei. 
When my part, of the convetsation 
comes in, her manner is depressing. 
I feel embarrassed, my words i> ( > 
come tangled, my memory leaves me, 
and I hurry lo close my remarks, 
conscious of having made a weak 
aigiiment, although I had a petal 
when I began. My friend loses het 
easy manner when 1 speak, be 
comes restless, and breaks in upon 
me before I have fairly begun. 
Her unresponsive eyes tell me as 
plainly of hei superiority as though 
she bad written it in black and 
white." 

Clergymen, teachers, and public 
speakers understand and appreciate 

hatter than others " the compliment 

of attention." Embarrassing indeed, 
is it to anyone who is talking to ob- 
serve signs of Weariness and inatten- 
tion on the part of one's hearers. 
Those not accustomed to stand be- 
fore an audience seldom realise 
ii speaker feels and understands, 

without conscious endeavor, the 
attitude toward him of every mem- 
ber of. his audience. The good 
listener inspires and eocoura 
him, while the restless, ^inattentive 

auditor le at born In the flesh, irritat- 
ing and distracting. 

At the clos.- of a lecture given a 
few years ago in a town in Maine, 
the lecturer— who was a state super- 
intendent of schools -turned lo the 
v. titer and asked : 

" Who are those two ladies di 
in black, standing there by the win- 
dow?" 

After telling him tlteii names the 
writer said, " Why do you as. 

The Iceturci replied: "They 
have been of great help to me all 
the evening. They are delightful 
listeners. They appeal ed to ap 
preciate so thoroughly everything 
1 said, that 1 seemed to be talking 
especially for their benefit,." 

"That girl," said a teachei, 
pointing to an attractive young 
lady just leaving the schoolroom, 
"is the most resiftll pupil 1 ever 
had in my school. She is so gentle 
in her demeanor, so thoughtful and 
so attentive dm lalions, that 

one cannot help loving her.' No 
matter how restless the oilier mem 
bare of the SOhOOl become, sh 
always giving Hie closest attention 
If one could have an entire school 
like her, leaching would be a de- 
i, but she is one among fifty." 

We tain many tilings besides the 
good will of Others, by being good 
listeners, even though we must 
sometimes submit to be bored to an 
unlimited degree without inteirupt- 
ing Hie speaker, or responding in 
any other way than by " nods and 
becks and wreathed smil. 

" Open your mouth and shut your 

iud see what heaven will send," 

the old maxim; but, " shut 

your mouth, open your eyes," has 

been suggested as moeh more sensi- 

BOme oirouni- 
stanc 



" But," you are told that 

Samuel Johnsoi , Tennyson and 
Maeaulay, and many other 
thinkers, usually monopolized the 
conversation when they were in 
company, and their friends delight- 
ed to listen to them. Surely they 
gave but little heed to "the com 
pliment of attention." Very true, 
but no doubt they would have been 
sometimes mote agreeable to the 
Company if they had been more 
considerate of the wishes of other 
people. Qreal men are gieat in 
spite of their weaknesses, not "be- 
cause of them. Wo can forgive 
unpleasant propensities in a genius 
more easily than in the average 
mortal, and as almost all of us are 
average mortals, without a trace of 
anything akin to genius, we can 
not afford to dispense with any of 
those qualities which help to make 
us pleasing toothers. We should 
remember that there was but one 
Mucaulay — a man who could talk 
hiilliantly, his friends admitted thai 
he was often something of a bore. 

A very useful lesson may be 
learned from a little story which 
appeared some years ago in The 
routti's Companion: — . 

>rge Paul, a young civil en- 
gineer, while surveying a railway 
in the Pennsylvania hills, met a 
plain, lovable little country girl, 
and married her. After a few 
weeks he brought her home to his 
family in New York, and left her 
there while he returned to camp. 

Marian had laid many plans to 
win the affections of her new* kins 
folk. She had practiced diligently 
at her music; she was sure they 
would be pleased to hear her stoi 
of her beautiful sistei and her 

Brother; she Imagined their admira- 
tion of her new blue silk gtfWfl and 
winter bonnet. But the Pauls, one 
and all, were indifferent to hei 
music, her family and her gowns. 
They gave " QeOl'ge's wife" a friend 
ly welcome, and then each went on 
his or her way, paid no more atten- 
tion to her. 

After the lirst shock ol disappoint 
ment Marian summoned her com 

"If I have nothing to give them, 
they have much I me," she 

thought, cheerfully. She listened 
eagerly when Isabel sang, and her 
smiles and tears showed how keenly 
she appreciated the nnrsic. She 
examined Louisa's paintings every 
day with unflagging interest, dis 

cussed every effect, and was happj 

if she could help mix the colois or 
prepare Hie canvas She question- 
ed grandma about her neuralgia, 
advised new remedies, or listened 
unwearied to the account of old 
ones day after day When Uucle 
John, just returned from Japan, 
begin to describe his adventures, 
Harlan was the only auditor who 
tW tiled nor interrupted 
him. 

After a two hours' lectin 

which her part bad been that of a 

dumb. bright -faced listener. 

Uncle John declared that Ceorgo's 

wife was the most Intelligent 

woman he had ever met. 

When G came home the 

whole family was loud in her prais- 
es. She was a line musician; she 
had unerring taste in art ; she was 
eharming, witty and lovable 
Hut Qeorge soon saw that she had 
won them unconsciously — not by 

displaying her own merits, but bj 
appreciating theirs. 

This is a true story in fact, but 
the truth of its meaning is repeated 
wherever a woman is f< una who 
has that quality called charm. 
She may he plain or even deformed, 
but she will win friendship and love. 

Many an attra. il would 

S herself much anxiety anil vain 
effort on her entrauce into the world 
of society, if she understood that 
Oalled, is composed ot 
individuals, the most of whom desire 
not to find the beauty, the wit, the 
talent of others, but to elicit Hie 
cordial recognition by othet 
their own.— John A 
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" United We Stand for Liberty" ! 
Have you bought a Liberty Bond 
yet ? If not do so now. Buy one 
on the installment plan — for a $50 
bond, $5 cash and $5 monthly until 
paid for. When the bond is paid 
for donate it to the Edward Miner 
Gallaudet Fund, and thus you will 
be helping to make the world safe 
for democracy, and at the same time 
help fittingly honor Dr. B. If. 
Gallaudet who spent his life in the 
cause of higher education for the 
deaf. In case you do not care to 
buy a bond, send us your donation 
and the Treasurer will invest it in 
either Liberty Bonds or War Savings 
Stamps. 

The Committee has recently been 
informed that Dr. Gallaudet be- 
queathed in his will $1,000 to the 
fund. This is the only bequest he 
made except to the members of his 
family, and the act is strong evi- 
dence of his interest to the last in the 
cause of the deaf and of higher edu- 
cation for them in particular. Come, 
do your part, all you who sat at his 
feet and received enlightenment, and 
to whom you owe much of your en- 
joyment and success in life! The 
proposed Memorial will minister to 
the education uplift of successive 
generations of the deaf and be a 
noble inspiration to them. The fol- 
lowing letter shows the appreciation 
with which our efforts are being met:. 

Mr. h. D. Drakb, 
Kkndau. Grkkn. 
ix Mr. Drakb:— At 1 
the Board of Directors 
Institution for the Deaf held 
of Man.li, iqiS, it was inov 
nml un.mitnously adopted that the Board 
otors expreas to the Alumni Associa- 
tion of Gallaudet College their deep ap- 
preciation of the plan to give to the Colum- 
bia Institution for the Deaf an a«! 
building in memory of Edwa, 
Gallaudet. 

It was further voted that the bent wishes 
of the Board for the success of the move- 
ment be extended to the Alumni Associa- 
tion and its committees having the matter 
in charge. • 

Yours very truly, 

Pkrcival Ha 

President. 

The persons named below have 
contributed to the Fund since our 
last report :- 

Mr. and ' on S. Btrck . . . $50 00 

Fox . . . 100 00 

lrving*S. Kusfeld an 00 

Miss Theresa H. Gaillam 1 00 

William J. Geilfuss . . 50 00 

Homer B. Grace 35 00 

Miss Lil 15 00 

Frank A. Johnson 1 00 

J. H. McFarlane *o 00 

Miss Nancy M. MorefieUi 1 00 

Tom Gordon Matthew . . ,>o 00 

Miss Ellen Pears. 5 00 

Lawrence S. Pearson, Jr. 1 00 

Mr. and Mrs. William Pfumler . . 35 00 

J. Putver . . 
Miss Louise Sadelmyer ... 
Mias Margaret G. Sherman. 

George M. Teeg a . 50 00 

Arthur W. and Ray G. Wenger . . 5 00 

C. R. Dobbins 5 00 

Misses M. Michaels and Dorothy 

Lorn SO OO 

ilerrington 5 00 

Pittsburg Chapter G. C. A. A. . . 5 00 

Mr. and Mrs. Arnold Kieue .... 25 00 

The fund now totals approximate- 
ly $5,953.86. Let us hear from you. 

11 D. rVRAKK, 
. J. STEWART, 
<KS. 

Ways and Mtans Committee. 
Gallaudet College, 

April 15, 1.. 
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Plans ton he male deaf- 

mutes of th ire of 

military a«e, are being discussed 
by Heit K. Bfaxson, who recently 
wrote a letter to the Flint war 
bureau, suggesting that deaf mi; 
he ul lowed to enlist for some 
bianch of the army service. The 
suggestion of Mr. Maxnon is being 
•lereil hv Hie War Depart- 
ment. 

Atooording to Mr. Maxson, there 
'O.OOO ileaf mutes in (he United 
States, of whom 15,000 are pupils in 
schools for the deaf similar to the 
State institution located here. Of 
the young men of military age who 
might be available foi a I ia 

believed that at least 3,000 have 
had military training in various 
deaf schools. 

Questionnaires, a form for win 
has been prepared by Aithur 
Pound, secretary of the Flint war 
bureau, will bo sent, out to the deaf 
men of military age throughout the 
United Stales, with the assistance 
ut various associations of the deaf. 
These questionnaire! will be aimed 
to determine how many deaf men of 
military age will serve in the army 
and what branch of tin in 

the opinion of the deaf, they would 
be best fitted to fill. 

It has been "Uggeated that Major 
Tasaell, in charge of the New 
York Military af, 

ifficer well fitted to com- 
mand a unit of the deaf. 

DEAF ASSOCIATION MEETS. 

The local branch of the National 
iciation of the Deaf held its reg- 
ular monthly meeting In Baker 1 

hall Saturday night. Ai 

routine businesf 
of Mis. R. 1 

laise iu graceful, impressive signs, 
and followed it with an account of 
the life of Joan of Arc Her clear 
and forceful manner of delivery waa 
gfeetty appreciated by the audience, 
ami lound after round of applause 

ird her effort - 
pedro followed, and honors were 

ided to J. H. Ashley anil Mrs. 
Roy Winegar. Refreshments Wi 
served. 

DEAF ENTERTAINED. 

The entertainment given by the 
Flint A I 1 he I 

Bakei I 

evening, of a patrn 

nam, waa w led out and 

itly enjoyed by the large crowd 

present. Mis.s Florence 11. .i< nes, 

supervisor of pirls at the M. S [)., 



the tieni of the Ocean." A in. 

ling then look phi. 
Miss (Jerniani.i and Mr. Hols 
Miss Iva DaDue took the 
Mr. and Mra. William 

.1, while 

h\ the the 

the 

Julia Hemphill sang " A <>ng 

of Hale" with a vengeam mow 

ion of the " Spidei and tl 

1 rd. 
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fly Rn- 

Banner' en in hi 

Urn press >s by Mrs. 
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Vim's Church, N \ 
Sunday, | a M. and 8 P.M. 

P.M. 

St. Mark's uiiurch. Brooklyn. 
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FAN WOOD. 



The past we«k has he*n diaap- 
pointintr to many. Swelling bnds, 
emerald hue* and base ball, that be- 
come obvious in tbfl rnoDth of 
April, have temporarily been snp- 
planted with anow and hail in I bit 
big town and hereabouts. Indoor 
games have been contested through- 
out the week. 

Consequently our greatest athletic 

stunts, undertakings, etc., have 

n shooting checkers aud braving 

e slush and rain sent, by old 
Boreas in his last dying straggle. 

. ndayand afterward were ideal. 
High Class entertained a 
large audience in the chapel hall, 
with a fifty minute debate, Satur- 
day evening. The question pen nod 
was: " Resolved, That the United 
States Government is Justified in 

there i- r of 

•many Confiscating it." The 
afii y Cadet 

ut. Orman, the negative by Cadet 
Captain Grnet. Three select 
judges were chosen. Dr. Fox, 
Pre I the Literary Associa- 

•iy for 
fully 

Tlf ii <>f ship*; our powers 

to protect them; were the two 
principal subjects. The decision 
of the judges was carefully drawn 
tip and a victory awarded the 
affirmative, 35—^4. Dr. Fox ex- 
pressed great admiration for the 
work ol both opponents, expressing 
it ■ school. 

by Bess , the choir re- 

" All America." Prih' 
ndner then outlined the princi- 
ples of Ameriea sad gave such a 
strong punch to his theme that we 
ft exalting America and her 
Oekt and rills." Who is the 
Ameri'an who does not feel prood 
everything American ? 
Mr. Smith spoke in the after- 
,n The Sunday evening clmpe! 
gathering was entertained by select 
a individually. 

A large assemblage from 
Washington enjoying Sunday after- 
noon witnessed Col. Gardner and 
Major Van Tassel 1 review the Cadet 
npanies and band. The batta- 
lion appeared in new uniforms, and 
for the BM the Butts' Rifle 

Drill was exhibited. Mr. Alexander 
L. Paeh, the famous maker of pic- 
tures, a tu photographic, and who 
has hamlle<i skillfully, the job of 
snapping our Special < and 

Band in Hartford la- was 

among the visitors present on the 
grounds. 

Several of our Episcopal pupils 
were baptized by Rev. Dr. Cbam- 
beilain, at St. Ann'" Sunday morn- 
ing. 

confirmation exercises of the 
lb- is Wash- 

ington Heights Svn <ro being 

airsng- 

Some essays by the older pupils 
will be a part of the program. 

Messrs. S. Guinta and John Liv- 
ingston visited Fan wood Sunday 
>a. 

From Vt?ry personal sources, we 
gain that "khaki escorts" are the 
'- with young Misses. D 
their recent stay at home, many 
of the pupils enjoyed having their 
•tires and friends attached to 
Dp Upton visit them. Ask Eva 
Miller who was " the happiest." 
The trity of 

•■eu lessened in 
time; iu fact, they are a vi-r) 



In the Medical Corps and will soon 
go " over there." 

Cadet Tony Walligoria has done 
some real work for at least two Sam- 
Two big sweaters knitted by 
him are on their way to the firing 
line. 

So many service pins, badges and 
fobs ! We are proud of 'em. 

In recognition of his long and 
faithful service to the Institution 
and to our late Priucipal personally, 
Mrs. Carrier has presented to Dr. 
E. H. Rogers, the Institution Phy- 
sician, the beautiful bronse statue 
Fortuna, which was preseuted to 
Mr. Currier by the officers, teachers 
and pupils of the Institution upon 
■ mpletion of 35 years of service 

After a very pleasant stay in 
New York during the Easter vaca- 
tion, Miss Estelle (-Jardner, 
daughter of the Principal, returned 
to Smith College last Wednesday. 

Of many interested in the School, 
Miss Hortensia Balarezo, of far off 
Quito, Ecuador, was a visitor last 
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Itlrmlnif lutm. Ala. 

The marriage of Miss Anna 
Louise Carau and Mr. Alton M. 
Bell was solemnized at the Zion 
Lutheran Church, Wednesday 
evening, April 3 1, 1918, at 8:30 
o'clock. The church was decorated 
with smilax, ferns, palms and quan- 
tities of cut flowers. Min* Minnie 
III presented a program of 
nup'.iul music, and Rev. H. Renter 
performed the marriage service. 

The bride was attended by her 
sister, Mis* Margaret Carau, as 
maid of honor, and Misses May Bell, 
a sister of the groom, Miss Frances 
Carau, aud Miss Julia Schaefer 
were bridesmaids. 

The maid of honor was gowned in 
a frock of pink crepe de chine aud 
carried a bouquet of pink WO O , 
while the bridesmaids were iu cos- 
tumes of white Georgette and their 
flowers were also pink roses. The 
bride was given in marriage by her 
father, Mr. Robeit Carau, and was 
very pretty in a gown of white 
duchess satin, made with court 
train which fell from the shoulders. 
The bridal veil wa« arranged with 
orange blossoms and the shower 
bouquet was of white roee.s and 
valley lilies. 

Mr. Bell had as his best man Mr. 
C. C. Reeves, and the groomsmen 
included Mr. Walter Bell, Mr. 
Henry Schaefer and Mr. A. Spiegler. 
Following the marriage a reception 
was une of Mr. and 

Mr*. C. F. Bell in Norwood, com- 
plimenting their son and his bride. 
Mr. and Mrs. Bell are spending their 
honeymoon in the South, and upon 
their return will be at home with 
Mr. Bell's parents for several weeks. 
— Birmingham News, 
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I houjchtful l.lul« Mary Miles Mini' i . 



An amusing incident look place 
recently depicting Mary Miles 
M inter's thoughtful OOMMOiatiOfl 
for everyone with whom she comes 
in contact. 

The little stai eutered one of 
Santa Barbara's department stores 
near closing time to purcha 
yards of unusual shall of green 
ribbon which her mother had SOS) 
her to purchase. Th> elerk 



The St. Patrick's Day Social of 
the Frats, held Saturday eve, 
March L6tb, in MeGeagh Hall, was 
well attended and much enjoyed. 
Mr. William Smith had charge of 
the program, and Mr. George K. 
Forbes of the refreshments, and the 
one provided an abundance of good 
things for the intellect, while the 
latter did the same for the inner 
man In truth, James K. has such 
a reputation for providing substan- 
tial fillers that before long folks will 
take to going without the evening 
meal on Frat night. A brief re 
siimc of the program is given : 

St. Patrick, a sketch, Miss May 
Toomey: To many people St. Pat- 
rick is u legendary being, vaguelj 
associated with a serpen) exodus 
from Ireland. MiiS Toomey, how 
ever, proved him to be a real his- 
toric character. He is and ever 
will be the dominant liguie in Ire- 
land, " the keystone la the bridge 
by which men passed from Irish 
paganism to Christianity." Miss 
Toomey : recounted how he taught 
the doe'riue of the Trinity by means 
of the shamrock; and the n 
why St. Patrick's Day is so widely 

rod in America. During the 
Revolution, King Geoige III. called 
for Irish troops to put down the 
rebellion In the American Colonies. 
Ireland, so well able to sympathize 
with the American Colonies because 
of England's tyanny, rofosod to 
comply. When news of this reached 
God. Washington he and his soldiers 
celebrated St. Patrick's Day in 
gratitude and respect, and the cus 
torn has endured ever since. 

"The Harp That Once Through 
Tara's Halls!" Mrs. Holliday gave 
a brief account of Tara's departed 
glories as a preface to Moore'- 
touching melody. The Hill of Tar* 
VM in ancient times the glory and 
the pride of Ireland Heie stood 
the vast palace of her early kings, 
and here, too, was their gran 
burial place. Her laws were made, 
justice was administered and three 
schools wete established, to teach 
respectively law, literature, and the 
art of war. On every third year, a 
national convention assembled on 
this hill. From this point, also, as 
a centre, five roads went forth in 
different direction through the isl 
and. Here reigned 140 Irish kings 
and here most of them are buried 
Ixnig alter the best of these return- 
ed to dust, on this Hill of Tara, 
Daniel O'Connell, Ireland's "Uu 
crowned kiriL'," once addre^Hed an 
audience of 750,000 of his country 
I 'lay, the Hill of Tarn is 
a cattle pasture! And O'Connell is 
one of those who died virtually of a 
broken heirl, grieving for the suffer- 
ings of Ireland. 

No St. Pat lick's Day program 
would DO complete without tbOM 

comical Irish impersonators, Will- 
iam Schull, Havens and 
John Friend The first named 
gave | monologu", and the other 
two a dialogue, in which a bottle of 
Irish whiskey figured largely. 

Mrs Barbour, in a gown rivalling 
the Emerald Isle Ifl hue, gracefully 
declaimed that leautiful poem, 
"Ireland, My Ireland." 

At the conclusion of the program, 
Mr. Frank A. Lett DOT, president of 
Ibo Division, was brought be! 
stern -faced judge, in the person of 
Mi. Rolshouse, and put through 
the third degree. He did not turn 



Ammergau villagers drafted for 
service was Joseph Maier, who was 
then portraying the character of 
Christ, as he subsequently did in 
1880 and 1890 Foitunately Lud 
wig II, King of Bavaria, was a 
great admirer and patron of the 
historic play. He, therefore, com 
manded that Maier, instead of Berv 
ing in the field, should perform his 
duties as a soldier in the garrison at 
Munich. The play was resumed in 
1871, and from that time on it has 
become far more widely known 
throughout the Christian world. 
People come from all corners of the 
earth, often at serious personal 
inconvenience, to the little village, 
hidden away among the Tyrolcse 
Alps, just to see thai sjronderfnl 
performance. 

History repeats itself. Anton 
Lang, who played the par! of the 
Christ in 1900 and 1910, has, though 
45 years old and tubercular, been 
forced by German v to liu'lit in the 
trenches for ' Christ in the 

trenches! 1'be "Christ us" with a 
rifle! Looking at his picture, iu 
the purple robe ami crown of 
thorns, studying his sensitive, 
manly, beautiful face, our souls 
revolt at the sacrilege. Kor there 
is something sacred about the man 
who take- the part of (Jhrishis in 
the Passion Play. It is the worl I- 
fiu'itie of God's Son that the Kaiser 
has ordered to kill his fellow-men 
lo not know, at this time, 
whether Anton Lang is living or 
dead, or whether or not the Passion 
Play will be enacted as usual in 
1920. 

There were additional illustrated 
slides, bearing the words of our 
national antlipms, "America," the 
" The Star Spangled Banner," and 
that favorite hymn of the Irencnes, 
" Load, Kindly Light " The open- 
ing slide, requesting the gentlemen 
to ple„S" remove their hats, made 
many think April 1st had slipped 
up on them unawares. Last of all 
came a picture of a man enjoying 
a tremendous stretch and a yawn 
that threatened to engulf us all. 
GOOD NIGHT! 

Refreshments were served by the 
members of St Margaret's Guild, 
and rivalled the picture* in variety 
and liversity of kinds. They were 
all donated by members of the 
Guild and by Mr. James K. Forties. 
For a time it looked as if a miracle 
would be needed to make them go 
around, tint when everything was 

assembled and unpacked there was 

found to be plenty foi everybody, 
though we did not take Up of the 
fragments twelve baskets full. 

M. R. II. 
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u addition to the family and J 
-on of Nadine Ltvond. She 
joy | automobile rides. 

Ask any of our little folks if it 
isn't gi ephants and 

«ns Then especially ask L> 
<s r son who nsed a Barnum and 
ley ticket. 

>eing April, we wonder how 
many "April Fool!" cries yoa 
have heard, and also 



we 1 as many ti 

Wax. 

All the boys seem 
real fun and p 8 last 

Banter, as is exp r ess e d in their tales. 

Cadet 

i school Saturday, two 
weeks late. He has suffered a 

attack of grippe and - 
chial cold, which confined him to his 
bed. 

Private r , former 

assistant stewa icman- 

r, now at ( Y., 
was s< 

bronzed, In looks fii 

khaki. A' ' puotograpi 

him were dis' among the 

boys, teachers and officers, by 
t Jacoti 

Ca i rey 

repeats the 

irtunby of 
addressing the cele 

Sergeant Arthur 

We have an i y service 

flag, the stars of which represent 
our M. We are aitly 



who waited on Mary produced the 

red Mhade only to find that the I H hair or bat an eyelash, but emerged 
bolt of ribbon was several yards! triumphantly from his inquisition 
minus the required amount. The to his reward, in the shape ,of a 
salesgirl informed her OOstoUMl 
that it would be necessary to go into 
the basement and look the reserve 
ek over for a new bolf. Mary, 
with ever ready sympathy, noticed 
how tired the girl and in 

stantly discarded the green ribbon, 
declaring that she could use pink 
just as well, and forthwith bought 
ten yards Of pink ribbon. 

When Mrs. Shelby sought to re- 
monstrate with her impulsive 
daughter, Mary said, " Well mother, 
she was so tired, and I like to have 
lots of pink ribbon in the house 
because it is my favorite color." 
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handsome, eight-day, inahagony 
mantle clock, the wedding gift of 
Division 36. Both he and the 
blushing bride made graceful ac- 
knowledgment of the gift. The 
groom is an old hand at such 
Evidently the bride was 
not, but her winsome look and man- 
-poke voluiri' 
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Sabbath School— « to 3 
Sermon— .'i to 4 P.M. 

Christian Eodsuvor Soeiet) — 

4:15 P.M. 
Prayer Meeting, first Wednesday 
of each mouth. 
Everybody Welcome. 



WIcceM *>l CsaariMlcHl. 
JUT. O. H. HirTUil, Minister. 
1918. 
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Easter Kven was most fittingly 
observed in Bishop VVhitei 
Church Rooms, with a h 
"The Life Of Oar Lord," by Rev 
. Smielau, under the manage 
merit of St. Margaret'* Guild. 
About sixty were in attendance. 
The lecture was profusely illumini 
vith beautiful hand tinted slides 
of the 1910 Passion Play, at Ob 
Ammergau, and others, copies of 
many famous paintings, such as 
" Christ's Entry into Jerusalem," by 
Plockhorst ; Da Vinci's "Last, Sup- 
per," Knder's •' He M Risrn," • 
Those of the Passion Play, esp 
ly, held lbs spectators spellbound, 
so exquisite were they in coloring, 
wonderful the expressions, and 
so faithful the portrayal of the 
various scenes and episodes even to 
the minu»est detail. 

>ver two hundred and fifty years 
ago, a plague was raging in Bavaria, 
in the little village of Ober-Anm 
gau alone nearly a hundred people 
had perished. Accordingly the • 
rifled survivors made a vow that if 
r town was spared all further 
ravages of the disease, they would 
tnsroafti ton years, portray 

in a dr form, for the in 

Btruction of mankind, the story of 
Christ's life and suffering*. 

Apparently this vow was heard, 
for the pla| ad, and 

the villagets of Ob 
felt it both a duty 
my out the 
'ors. 

Play 
by the Franco 
Among the Ober- 



Naturally, with this busy day of 
drills and recreations and the tang 
of the salt air, the men of the 
battleships' crews eat heartily. 

The moss attendant! for the offli 

are Filipino boys Nowadays, on 
ships like Ibe dreaduaugbl Nevada, 

the cook of the ship, always an im- 
portant and well paid post, is a 
trained electrician Every hit of 
work in the Nevada's galley is done 
by electricity The cook turns a 
switch, and along the line of electric 
ovens the appetizing meals and the 
potatoes — that are peeled by elec- 
tricity — the soups, and th«< rOj 
fables begin tO steam and sizzle. 
Electric hoists carry the pans and 
pOtS with their steaming foods to 
the decks below, and the cleaning 
and scouring of the ironware and 
dishes is done by an elect rle dish- 
wash' 

The navy feeds its men from the 
pick of the markets, because itn pay- 
master, buying daily for so many 
men, get the best at whole 
puces. 

The mess-tables, scrubbed until 
they are white, are slung iu racks 
above the deck when not in use; and 
as soon as the meals are served all 
signs of them are ictnoved in ship 
shape manner. Bo o a U Se every bit 
of space aboard ship is precious, each 
man lias his mess table, hammock, 
sea bag and gun all in the same case- 
To help out the sweet tooth of the 
crew, which is a bijj one, the pay* 
er carries a large stock of candy 
and other lid bill that are sold at 
low prices. And twic a week, 
whethei in port or at sea, he serves 
chicken aud ice cream to his big 

family. 

The days of hard tack and the old 
"shell-back" sailorman are g- 
The modern sailor man can no 
longer "pass I lie weather eari rig," 
but he is a handier, better cared for 
and more useful man to his country 
than the old tar.— Si Nichdla 
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Ilostou— St. Andrew's Silent Mission, Irln- 
lty I'nrisli House, Copley Square. 

iy Bunds; of the month, at 11:00 

A.M. 

Haverhill -Trinity Church, Fln<t Bandar, 

at 8 P.M. 
Salem— Federal Street Chujroh, Second 

Sunday, at 2:16 P.M. 

Lynn— St. Stephen's, Third Sunday, at 8 

P.M. 
Everett— N. K. Home for Deaf-Mutes, Third 

Sunday, at H I'M. 
Worcester— All Saint's, Fourth Sunday, at 

8 p.m. 

Providence, K. I., -Grace Church, Fourth 

Sunday at S P.M. 
KnwiN w. FaisiiKK, Lay-MimUmnrv, 
80 I'laystead Koad, West viHford, Mass. 
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WESTMINSTER HALL 
I.enox Ave Bet. 1IH and 114 St. 
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<o w. 116 Street, city. 
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SAVE MONEY 

INVEST IN THE THIRD LIBERTY LOAN 

AN URGENT WAR DUTY 

We are prepared to at pi iirbtoriptiona to the third loan, either in 

full payment oi oo the following Government Installment plan 





5% 

35% 
40% 


down any time before May 4 

on or before M»v 28 

July 18 

" ■ " August i.*' 

INTKKKNT PA'S fcBLE 


September 


15 





March 15 

The Government will redeem 5 9& of the total Issue eaoh year until 
maturity due iu 1928. 

The time has come for each one of us lo take part. It is not n ques- 
tion of just furnisbiug money, it is a question of backlog the 
Government with the olear deolaratiou thai we will give everything 

needed to rid the world forever ol the German tnenai ppresslon 

of Democracy and elimination of Liberty. 

SAMUEL FRANKENHKIM. 
Rej i no 

LEE, RIGGINSt OO. 



w. s. s. 



I will aooepl i May lAtb, and Jane IBth, In exohange 

for War-So bampt, which I ana 'mn In behalf o( the 

the itampa Instead of eub, and you would 
- mi lien tbe bands of our Government. 

mail to me and I "'ill send War-Savings or l Drift 
Htamps, aooordtng to amount. 
O-DAY. 
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Guild Room of St. Ann's 



.Ml West 148 St 
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Admission 

next week. 



of Particulars, and 
Price, will he printed 



Hartford, 1917 



Thegloiioui convention immor- 
talised (photographically) by 
Alex L Paeh. Every group 
an artistic success. 



Oreat 1'anorama, N. A. II. .tiiljr 4th, 
Teacher* July Uil, 



• I.OO 
1.00 



Muperlntendf>nt« and I'rlmiluala, Ephphe. 

tans at the Cathedral, I'lonlo at Lake 

< "iiipinince 

All rarnUhetl Uniiioiifit««l ut . Sl.OO 

Mounted I'latlnuiu .... 1.90 

Mounted Kepla . I. SO 



I New Vork Praia flan<|u»t lo tlia Fraiuili 
>nd other Deles-ate* 
Unmounted SI. an 

Mounted I. SO 



SAMUEL FRANKENHEIM, 

18 VVkst 1 1>7 in STRBET, Nkw Yokk. CiTY. 
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MAY 
DEAF-MUTES 



PARTY 



rjNDBB THE AUSPICES OF 111 IC 



143 West 125th St. 




UNION LEAGUE, 

Inc. 



ON 



Saturday Evening, May 25, 1918 



ADMISSION, 

Handsome pi 



AT EIGHT O'CLOCK 

(including refreshments) 35 CENTS 

i/,eH will be awarded to the winners 



Cnl out thin coup in and mail lo lb* Kntei lainment Committee of the 

Deal Mutes' Union Leaiiue : 



I vole lor MISS 



to be crowned Queen of May 



Committee Wm Krieger (Chairman), A. tiymee, A, Elsenberg. 
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"Golden Gulch." 

A Western Drama in Three Acts. 



All photographs by mail 
prepaid. 

Address : 



Paeh Photograph Co., 

Ill Broadway, N. Y. 



TO YOU! 



The moat anxious Agent will 
your house if it smells of 
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We are open only for those who are well 
enough and smart enough to get there 
in time. The time to prepare is NOW 
while it la possible to make the prepara- 
tion. 

The New England Mutual Life Insurance 
4 Hoston, Mass., is the oldest Co. 
in America, with assets of over seventy 
million dollars. It oh>rs tlir 

policy contract ever issued to the deaf, 
at aame low ratea as to hearing persons. 

Write me for full information which will 
open your eyes and perhaps give you an 
entirely new view of I,u- Insurance. I 
feel sure that you will DOi only be in- 
terested, but also thank me, in yeara to 
come. Medical examine! r n tree. 

MARCUS L. KENNER 

Special Agent 

MO West hitii Stkket 
New York City 
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ST. ANN'S CHURCH 



5] I VVkst MH Stkkict 



Saturday Evening, May 18 

Curtain rises at 8:30 i\m. 



Admission 



25 cts. 



Reserved Seats - - 35 cts. 



Many Reasons Why 
You Should Be a Frat 
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VAUDEVILLE ENTERTAINMENT 



' >' hsr rlace* by Appf'Qtcnent. 



Inform' tion Wanted. 

Harold Weiss, a graduate 
of the Rochester School. 
Last heard of in New York 
City in November, 1017. 
Has been missing since then. 
Will readers please help In 
locating: him.'and write to the 
Editor of the JOURNAL. 



uikIit the suspiosi "f 
Greater New York Div.. No 
N. ?. S. D. 
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LECTURE 



nv 



Rev. John H. Kelster. 



The part played by the 
Navy in the Great War. 
Battles with U-Boats. 
Thrilling; Tales of Sur- 
vivors. > j» > 



Saturday Evening, June 1st. 



AT 8:80 P.M. 






ST. 



ANN'S GUILD HALL 
mi West M' 

ITT 



Saturday r.venlng, April ?0. IBIS 



Ticket*. - • 2fl cent« 



Admniion 



IS cents 



Fanwood Alumni Notice. 

All iIiohi« eligible i«ir membership 

In Hie Fan wood Alumul Association 

Mliutilii semi application with $1.00 

Use M, L. Bai 18 9or\ 

liiogtoo A venae, Nnw York 

, wii(» i« the Treasurer. 

A I. KXANDK.lt L I'ACII, 

Secrriar^i. 



IM E W YORK 



News items for this column uliould be 
WDt direct, to the Draf-.VIutks' .Toitknai., 
Statlou M, New York. 

A few words o( information In a latter, 
or postal card 1m m (Sclent, We will do the 
MR, 



lii a private dining room on llio 
second floor Of the Hotel Majestic, 

at 72<l Street and Central Park 

Went,, on Monday, April 15th, 

Henry 0. Kohlman, celebrated the 

fiftieth anniversary of his birthday. 

Ilo looked I lie picture of health, 

bapplneae and prosperity, aw he 

beamed upon about twenty- five 

guests, who had been invited to a 
dinner in honor of the occasion. 
And niich B dinner ! In cuisine, 
service, tasteful decoration and con 
geniality, it could not be surprssed. 
In the center of a long table was 
a small ship, laden with eaodv, 
which appeared to bo sailing in a 

sea of cake and confections, which 
the Pre nofa alone are able to de- 
scribe in the two word* gateaux 
auortia. Fringed crepe papei of 

red, white and blue, was inter 
woven among the silver and ohina 

that covered the broad surface of 
of the board. There was every- 
thing to delight the eye and nothing 

to obstruct the conversation of the 

diners. The place caids were 
sketches in outline of the in- 
dividuals, with a catchy M>nt( e 

for each. At each plate was a 
button hole bouquet of artificial 
flowers, and a round shaped paper 
Dap with alternate stiipes of red, 

white and blue. Til mil began 

with a toast to Henry 0. Kolilman, 
fifty years young, wide awake, full 
Of hope, but still unmarried. 

MRNU 

Supreme of Fresh Fruits 

Stuffed Celery Salted Nuts 

Clear Chicken Cumin, 

Brook Trout, Meuuiere 

Roast Jumbo .Squab, an Ctesson 
New Potatoes Kissolees New Peas 

Chiffonade Salad 
1 resh Strawberry Parfatt I .,,,, v l>kes 

Cafe Noir 
Cocktails 

Sauterne 

Champagne 

Cigars and Cigarettes 

With the coffee and llavanas the 
talk began, Mr Hodgson acting ss 
'oastmaslei. AI»o at this juncture 
Mr. Kohlman pore entered with the 
ladio of the family — Mrs. Bitten, 
Miss Addie Kohlman, Mrs Million 

Coalman, Mis. Cayser— and their 

smiles and applause showed that 

they enjoyed ine speeches, as one 
after another the guesis were called 
upon. Mi. Prancls W. Nuboer < t i * I 
the Interpreting from sign-range 
I" oral speech. 

Preceding the How of oratory, Mr. 

Samuel Frankenbeim, in behalf of 

the deaf friends assembled, pre- 
sented Iieniy C. Kohlman with a 
fine leather wallet, with the initials 
" II. 0. K." in gold, that had been 
made to order by Cross This, 
however, was not the only gift that 

Henry received on his , r )iith birth* 

day From his lather, sisters, 

brothers and cousins, he was re 
ineinberod wi:h such Hides as a 
gold watch, a gold Waterman pen, 
a gold match box, etc, etc. 

It was nearly midnight when the 

diners dispersed, after singing In 
signs and vocally, Dr. Thomas K. 
Fos leading, "The Stai Span tried 
Banner," " Ami .m,i " ,\nhl 

Lang Syne." 

Messages of congratulation were 
received from several friends, 

among them Mr. Harry C. Dickoi- 
son, of Boston, and Mi. Herbert 
Qnnner, of < Ihlcago. 

Those present were : M 
Marion 15. Kohlman, Marshal Kohl 
lean, Henry A. Kayser, Samuel 

Frankenbeim, Felix A. Slmonson, 
Arthur 0. Bacbra n h, Marx Levy, 
Edgar Bloom, .lanes B. «■ 

Francis W. Nuboer, Kmannel Smi 
weine, l)i. Thomas I''. FoX, Marcus 

I.. Keener, M. \V I «, Osmond 

Loew, Alexander 1.. Pach, Charles 

MoMann, Charles .1. L*Clerc<j, 

M.uiiz Soboenfeld, ttdwln A. Hodg- 

son. 



serving of some 150 guests. After 
the coffee was served and the 
smoke of Havannas began to curl 
oeiliugward, Rev. Dr. Chamber- 
lain made a speech of weloome, 
sketching the growth of St. Ann's 
Church and its organizations, and 
nrgiog the united efforts of all 
members and friends toward the 
vigorous prosecution of the work. 

Miss Virginia B. Qallaodet, the 
President <»f the W. P. A s., told 

of the work of the ladies, paiticu 
larly the Bed Cross Auxiliary and 
the large amount of work complet- 
ed and shipped lo France. Mr. 
Stern, speaking for the Men's Club, 
prophesied a great advance along 
Iho line of effort the Men's Club 
was making in behalf of Church 
Membership and other activities. 
Mr. Edwin A. Hodgson followed, 

speaking most Interestingly of the 
progress the Church had made 

since its establishment many ,\oais 
ago, and hoped the spirit of 00 
operation and friendly rivalry now 

developing would strengthen the 

work and widen the field of use- 
fulness. Thanks are due to the effi- 
cient help to the VV. P. A. S., 
particularly to Airs. McOioekey, 
Mrs. Botbner and Miss Miller, 



bes, Messrs. C. T. Sanford, Millard 
B. Greene, P. I. Rediugton, Frank 
Fluhr, Frank Nimmo, F. W. Mein- 
ken, I. Dietz, M. Leo. and H. Pierce 
Kane. 



Tie 



meetings of the Woman's 

Parish Aid Society and ..f the Men's 
ClUb at SI. Ann's Church, Thuis- 

day evening, April 18th. was fol- 
lowed by a Ohnrob Snpper lo the 
Guild Hall. The annual meeting 

of the VV. P. A. S., p. | ( .d 

the election or officers for the 
suing year, and so W eii pleaded 
were the members at the growth of 
the organization and the p 

along V»rlOUi lines made ,|i, 
the past year, that they rote 
continue the officers for another 
year. The Society enlisted several 
new members. The Men's Club 

had a rather hurried mooting, as 
the odors from the kitchen leaked 
upstairs and put in an urgent call 
tO hasten, so the wants of Hie inner 
man could receive some attention. 

President Bteri onpled the chair, 

and in the half hour In- hail at his 
disposal managed to get over some 

very Interesting work of which an- 
nouncement will be m:„|. 
The attendance ai | >lllh ||1( , H , 

was record breaking. The supper 
was in charge of Mrs Johaunu 
MoCluskey ami wa i,.<i „,,,. 

cess quantity, quality me; 

f( nothing to lie desired- -the 
ladies as Usual attending to 



The Creator New York Divisiou 
of the Fraternal Society of the Deaf 

gave a vaudeville performance iii 

St. Ann's Guild Room, Saturday 
evening last, and as usual played 
to a Capacity house. The commit tec 

in charge was glad it had to hang 

out "Standing Room Only" and not 
turn away patrons, as would have 
been the case had a few more laxed 
the Capacity Of the hall beyond the 
safety limit. The program arranged 
by Victor Anderson, the chairman, 
Was Well received. The first number 
was an address by Past Grand Presi- 
dent Alex L. Paoh. He reviewed 
the institution and growth Of the 
fraternity ami its phenomenal 
growth ami the vast amount of good 
it has done. He ended with a Strong 
plea for the interest, and support 
of t h» deaf. The next number Wat 

a playlet "The Sheriff of TueU 
hoe,'' wit!; the following cant of 
characters: 

a bad man. . .Barry Powell 
Iff ef I'uckahoe, Mai 

Brother \'i, 

Slim, a cowboy J. .». Rudolph 

Mrs. Parsons, mother of the Sheriff 

IP. W. Meinken 

The play hinged on Manse, half 
brother of the sheriff, getiinn mlxi d 

Up In a " hold up", in which the 
Wells Fargo agent is killed and 
Manse is tracked to his home. The 

mother' intercedes between the bro- 
thers, Hie Sheriff as an olllcer of the 
law, and Hie disreputable Manse 
The climax showed how the sheriff 
sacrificed himself to save his brother, 
and later Manse wan cleared ol 

neotlon with the murder of tl. 
press agent, to the relief of the sheriff 
and i he joy .if the mother. The 
actors performed their puis i 

lently. 

Miss v niiei Pearoe, appropriately 

attired as Colombia, molted the Star 

Spangled Banner in a spirited and 

ol manner. Rev. Mi Keis 

er followed with an (). Henry 

Story. A series of patriotic tab". 
leaux was next on the program, the 
participants were costumed ami the 
pictures were spirited ami effective. 

Kirst was "The Traitoi," Russia 
deserting the cause ol the Allies 

" Liberty Bonds or Urto Bonds— 

Which" *' Foil the Hun. 
lory." The participants WtM 



1 tl n. 



■ 

Ku*bIs 

I lie Hun 

A dialogue by Messers, Mel n ken 

and Powell and a lew words by 
State Organizer Shea, and the re 
citation of " Cod Save the g 
by MiSS Violel l'earce as liriltania, 
Closed the program. 



In response to several queries, 
especially from the West, as to 
what the New York Chapter of the 
Gallaudet College Alumni As- 
sociation has been doing this year, 
since no mention of its doings was 
made in the Journal, it behooves 
us to notify them and others in- 
terested that the initial meeting was 
held on February 5th, to com 
memorate Dr. E. M. Gallaudet's 
birthday, at the home of Dr. and 
Mrs. T. F.'Fox. The time passed so 
pleasantly that Mr. and Mrs. Steven- 
son offered their home for the next 
meeting, which was held nearly a 
month later. Here again all had 
sucb au enjoyable time that it was 
decided to bold monthly meetings 
at the homes of its various members 
Mr. Jones wanted to be host to the 
next gathering, which we under- 
stand is to be in April, and Dr. and 
Mrs. Nies ate waiting for the next 
honor. 

The New York Gallaudet Alum- 
ni Owls will meet at the home of 
Mrs. C. Barnes on May 5th, where 
it is expected an " Owl" in the per- 
son of Miss Deborah Marshall, whose 
present habitat is Bridgeport, Ct., 
will address the meeting. 



On the evening of April 20th, 
the Society of Deaf Artists held its 
annual dinner at Guffanti's. A 
illy reserved section had been 
set apart for the dinner, and covers 
were laid for twenty. The menu was 
in keeping with the usual excellence, 
including dishes peculiar to Guf- 
fanti's and, as was to be expected, 
tlieaffaii proved to beau event of 
the season. 

Miss Abraius filled the role of toast- 
master and Introduced the speakeis 
in a charming manner, with appro- 
priate introductory remarks. One of 
the most Interesting speeches of the 
evening was by Mrs. Sanders, of New 
York ami Washington, where hus- 
band is au officer in the Signal 
Service, and who appealed in uni 
form, lendinga military tone to the 
RHtheiing. Mrs Sanders expressed 
surprise in -eeing the deaf showing. 
such advance in the arts and sciences 
in the face of all handicaps, and 
the lesson their success conveys to 
those who are more fortunate in the 
possession of all their faculties. 

Other responses to toasts were 
made by President Alexander, Mr. 
Ch is. Fetaoher, Dr. Fox and Rev. 
Mr Amateau 

The members and guests In atten- 
dance were Mr. Jacques Alexander, 
Mr. and Mrs. Chas. W. Ketscher, 
Dr. and Mrs. T. F. Fox, Miss A. 
Foossadier, Rev. Mr. Amateau, Mr. 
and Mrs Sandcis, Ruby Abrams, 
Miss Abrams, Mr. and Mis. (Jrutz 
macher, Miss Williams, Miss Flegen- 
lieimei, Mr. Majcheiczyk. It was a 
most enjoyable dinner, and the com 
pany remained at I able until after 
eleven, when the toasl to "the 
Ladies" concluded the festivities, 
and the members and other guesis 
rose, well pleased with the sn 
of the annual celebration. 



On Saturday evening, April 27th, 
the Sisterhood of the S. W. J. D , 
will give its annual entertainment 
and ball at Westminster Hall, 73- 
75 Lenox Avenue. As is always 
the case with Sisterhood affairs, 
there will be many interesting and 
novel features; but the chief attrac- 
tion of the evening will be Miss 
Ruth Galland, pupil of Helen Mol- 
lar, the famous classic dancer, who 
will entertain the guests with her 
terpsichorean ait. An immense 
throng hs confidently expected. 
Remember the time, place and 
occasion. 

Mrs. Wolff gave a surprise party 
at her residence in honor of Mrs M 
B.iLounsbury, Saturday, April 13th. 
Different games were held. Prizes 
for winners and prize for the first 
comer (Mrs. Beck,) and prize for 
the last comer, (Mrs. Meinki n.) 
Those who were present : Mrs. 
Russell, Mrs. Hodes, Airs. Meisel, 
Miss August, Miss Travers, Miss 
Spauton, Mrs. Lipgens, Mrs. Vet- 
terloin, Mrs. Peters, an«l also the 
daughter of Mrs. Wolff. 

At tl e urgent request of nunier 
3US friends, the reading scheduled 
for Juno 1st, at St. Ann's Chinch, 
has been postponed to .June 8th and 
combined with the Strawberry 
Festival of the Guild of Silent 
Workers. The entire proceeds of 
the evening will be used to allevi- 
ate oases of distress arising among 
the deal. The Guild has the w:- tin 
appreciation of the deaf common ty 
who know of its good work, and a 
large crowd is sure to be present 

Bishop Greer will be at St. Ann's 
Church, Sunday afternoon, April 
'.'Mh, to confirm a class of candi- 
dates. It is hoped a large con- 
gregation will be present, as the 
visit of t e Bishop is alwa^ 
interesting occasion. There will lie 
no service foi the deaf al St. 
Mark's Chinch, Brooklyn, that 
afternoon. 

The Jewish Deaf for May will 
appear on or about April 87th. It 
will contain articles by Dr Fox, 
Rabbi Amateau, Maximilian Hur 
witz (the Kditor), ami by Messts. 
Cohen, Haberman, Kenner, and 
Roth. It will also contain several 
poems and the regular monthly 
" Pillars." 

Mr. and Mrs. Walter E. Kadel, 
of Austin, Texas, are now the proud 
parents of a little daughter, born 
on Wednesday, April Kith. 

Jacob Landau has two nephews 
in the army. They are stationed at 
Camp Upton, and he has visited 
them on two different occasions. 

The FratS will (told a " Paol 
Party," at the Johnston Building, 
some time in June. 
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Master \. Donovan was 

■ rsold las! week The 

d of such Importance bj 

doting parents nothing would satisfy 
Mli'lll but they needs must celebrate 

it in a tilting manner— hence the 
gathering of friends and re- 
latives at the Donovan homestead 
on Prospect Avenue. Brooklyn, 
last Saturday night. Like most 

ihing else that happens in the 

Borough on the wrong side ol the 

it *as essentially a 

Fral affair, for with a 

CeptiOO, everybody present owed 

tnci iii r other to 

Division ' tl "old B 

lyn" that 

' hen the ...nosts begin 
Ing, until two o'clock Sunday 
morning, when the exodus home 
ward started, it was one long round 
of merriment, with the usual ac- 
companiment of stories games, sup 
Mr, etc, Mastei doing his 

level best to help along matters by 

Ing the phonograph runnl 
oapaoity speed. i big 

blonde, handsome chap, was the 
reclplenl of inauv presents, in- 
cluding a bicycle from his patents 
or the male gender (hat 
fhl nothing, chipped in to buy 
him a watch in i einoinl. ranee of the 
day. 

Those present were': Mr. and 

i Donavan, Mr. ami 

llmon, Mi. and Mrs. 

James F, Constantln, Mr. and Mrs. 

John I). Buckley, Mi. and Mrs. 

Samuel Dyei , the 
ti, Sweuson 



Mr. and Mrs. Frank Roberta, 

formerly of Boston, Mass., now 
resident! of Los Angeles, Cal , have 
been iu this city for nearly two 
weeks, oniertained by some friends. 
•Mrs Roberts, although she had 
seen New York City, was 
much interested in Iheciiy life, par- 
ticularly the deaf societies. They 
gave their farewell dinner to their 
friends iu a private dining. room at 
Hbtel Walcott Saturday night, April 
'v'Olh. The gentlemen WON Mealed 
with perfectos. The guests were 
Mr and Mrs. Q. Abrams. Mr. and 
Mrs. Kd Led, Miss L. Lefl, Mi. II. 

i, Mr and Mrs. o. Loew, 
Mr. and Mrs. 0. MoMann, also 
Mr Roberts' nurse. The following 
day they departed for Washington, 

. on their way lo bos An: 
which will be their permanent home 



In SOQordanee with the proclama- 
tion by President Wilson, that 
April 26tl) be observed as " Liberty 
pleased to announce 
that Mr Samuel Fiankenheim will 
explain in a lecture the meaning of 
Savings Stamps and the Lib- 
erty Loans It the moms of the 
Deaf Mutes Union League, H,'| 
West KTith Street 

lie will also throw light on the 

war, cite tiertnan violations of in- 
ternational law and atrocities on 
laud and sea, and ofTei the oxplana- 
at ton of the entrance of America in 
the world-war, on Thursday evening, 
April 80th, at 8:15 o'clock. The 
public is cordially invited. 



Mr. and Mrs. Geo Abrams enter 

taine.l a few of their most intimate 
friends at a reception given at their 

residence in Brooklyn, Monday 

eveplng, April 15th, in honor of 
Mr. and Mrs. Roberts, oT California, 
who have been sojourning in New 
York for the past week, vi,i their 
return home from Boston, whore 

they have recently been on a bus! 

ness and pleasure trip A most 
enjoyable social evening was spent. 
The above named friends who parti 
cipateil were : Mr. and Mr- 
Roberts, Mrs. Moylan, Miss Ander 
son, Mrs McCann, Mrs. Witn 
Mr. and Mrs. Lefl, and Mr. Ander 
ron. 



BUFFALO, N.Y. 

Nearly one hundred deaf-mutes 
assembled at Kingston Hall, Satur- 
day evening, March lClh, to attend 
a pedro* party given by the Fiats. 
Mi. Gibson, of Chicago, III., WM 
present and gave an address 
its conclusion he was presented with 
a fine leather wallet by the Krats. 
Prizes were awarded the lucky 
winners and refreshments served. 
Several deaf from surrounding 
towns weie present. 

Miss Charlotte Sohwagler spent 

the week end with friends at 
Clarence. 

Mr. and Mrs. Henry Zink have 
moved to a larger fiat, 
planck Street 

Mr. and Mrs Bert Stevens have 
moved from Syracuse to Buffalo 
Mi Stevens having secured a 
position at the Curt iplane 

Factory. 

Mrs Bdward F. Halm went to 
Avon, N Y.,last Friday, to pay Mr. 
and Mis. Why land a visit. When 
She arrived there she found Mrs. 
W. A. Moore, of Brockpoit, visiting 
there. Boll: the ladies and Mrs. 
Why land enjoyed a visit towel hei 
and chatted over olden times. - 

Mrs. Moore left the next morning 
for a Short visit with her mothi 
Wyoming, N. Y., before returning 
home. Mrs Halm remained until 
Monday, stopping iu Roobestl 
a few B0UIS on her way home. 



Lecture. 

Saturday, April 87th, 1018, at 8 
Mr. W. W. Thomas, of Yon- 
Y.. will give .a good lec- 
ture. Subject will be. "Private 
in RU* tl St. Mark's 

('Impel, Adelphia Street near I'e- 
kalb Avenue, Brooklyn, under the 
auspices of the Brooklyn Guild of 
Mutes. The admission 

the 
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Ice melts at tfa 
wax at one hundred and forty nine 
degrees, lead at six hundred and 
twenty six degrees and platinum at 
thousand six hundred and 
thirty two degrees. 



Mr. Francis P Gibson, Grand 
Secretary of the N. F. S. D., blew 
into city Friday morning, after 
spending over night at Oiatbe, the 
State Institution. Hanson, Presi- 
dent of the local Division No. 81, 
Horn and Hancr, took him out mo- 
toring in Bauer's car over the 
boulevards in the evening When 
they returned several people greet 
ed Gibson, alter which all went to 
a big dinner. Saturday Chairman 
Aheru took Mr. Gibson out ovei the 
boulevards on the different ways. 
A Reading was given at tiie Frater- 
nal Hall t.) a big crowd that night 
with "the Miracle Man" as the 
subject. Preceding that he had , 
good talk with the audience about 
oil trips, particularly Denver 
where he deflated he enjoyed 
immensely, despite hard luck ex- 
peiieiiced with blowouts of tires in 
.Denver. 

He gave us a good story about a 
dream thai looked like it was true. 
It iuiis as: Mr So and So and his 
wife stopped in a town. They 
went into a Department store to 

buy things, At the entrance they 

met a Boor walker. Mr. So and So 
wrote on a paper to ask where cer- 
tain articles can be found in some 
department, but while writing the 
floor walker interrupted, "Are you 
deaf?" " Yes," was the answer; but 
Mr. So was ourtous and asked the 
floor walker it he was deaf, too? 
Yes, Ml So thought how funny it 
was to meet the first floorwalker 
that was deaf. " Where can t got 
a collar?" queried of the stranger 
"Come on this wav," the floor 
walker told him, and led him to a 
certain counter. "Show this gentle- 
man the collars." In sign language 
the Boor walker told the handsome 
fellow behind the counter. 
tainly, Sir. Mr So was puzzled and 
bewildered, but delighted lo talk to 
the deaf behind the counter. On 
looking back, Mr. So found his wife 
was not beside him, saw her with 
oilier ladies, looking over the aiti 
cles 

The fellow behind the counter, 
was pleasant, he thought, but to 
his greater surprise the man lie- 
hind the counter was talking with 
the other fellows in sign language 
Turning to the floorwalker Mr So 
asked how many deal people work- 
ed here. The answer was that all 
clerks and employees in his Depart 
ment Store are deaf, even in this 
iry high building, every office 
is taken by the deaf of different 
business and trades, and of all 
professions, with the exception ol 
practicing medicine. lb- was In- 
troduced to a manager and presi- 
dent of the stoie. Later he found 
out Ihat the department store 
established by deaf people who 
bought stocks in it. Mr 
i wonderful. 
lie met his wife on leaving and 
his wife Was surprised, too, after 
finding out exactly what Mr. So did 
Both left the store Then Mr. Gib 
son thundered, with his eyes wide 
open, face set, and looking straight 
at the audience: " Do yon relieve 
SUCh organization could be lo 
istence in this world?" His hand 
seemed to grow to a bigger size and 
his lingers ran Yks ! The 
dience was dumbfounded and ptiz 
zled " Why, don't you know," con 
tinned Mr. Gibson, " this is the X. 
\nd the audience gave 
gieat applause. The "Miracle 
Man" story « j Interesting, 

and the crowd en joyed it immensely 
Mr. Gibson I hen left to cite!: the 
train for St. Lou 

Mr. Gibson is liked by every body 
and they want him to promise .to 
come back soon, and not once but 
| often, 
Kansas City people want Miss 
Lota Dillon lo know th it \h> 
tend their congratulations to her 
upon her approaching marriage to 
Mr. A. Wood, Miss Dillon is a pro 

duct from our State and has many 

friends lo 

ser, Of New York, is want- 
ed to give us a I, etui uling 
Much is heard ol him, but K 
City would like to see him p 

ally. If Mr. Reiser intend 

a lecturing tour, don't 
please, 
Mr Chaunoo) Laoghlin wants to 
correct the writer ot the N. A. D. 
Column, that his add not of 

Sulphur, Okla., but City 

and I 

he is proud of bis town, where he 
bom and raised 

I have more than three 
Liberty Bonds, and at the last 
meetll one proudly walked 

about with the button pinn. 

lapels of the Third Libert j 

III' 



St. Louis Briefs 



A gentleman complimented a lady 
on her improved appe 
" You are guilt; 

idy. 

plied the gentleman, 
I vow j ( s plump as a 

partridge 

" At first," replied the lady, " I 
thought yon guilty o| flatten only, 
but now 1 Hud yon ual'ly 

making game of n 



v parrot of v* Alii 

OS is credited with having a greater 

of imitating the human 
that) any bird of the sj 
has |< jte and is the 

subject of ;n ,,f greater 

redibllitj 



The St. bonis Division, N. F. S. 
D., will give its annual picnic at 
Normandy Grove, St Louis County, 
on Saturday, June ifftb 

Mr. and Mrs. Leo. Frouing have 
been receiving the congratulations 
of their friends lately over the ac- 
quisition of a new daughter in-law. 

By a vote of the Executive Com 
miltee, the Convention or tie 
souri State Association of the 
Deaf has been postponed until 
after the war. Mr. and Mrs. 
Blacltsehlegei, of Cincinnati, and 
Mis. Zimmerman {nee Silver), of 
Cleveland, are visiting rebttix 
St. Louis. Mr. Charles II. Prey, 
of Cincinnati, recently moved to 
St. Lmis to reside. 

Mrs. Sara Small Temple, of the 
Gallaudet School faculty, filled a 
place on the program at a i 
meetingof the St. Louis Medical 
Association. The subject of dis- 
cussion was speech defects. 

Mr ami Mrs. Clarence Spiegel are 
rejoicing over the arrival ol . 

and heir, which took place ou the 
17th Inst, Judging by weight, lusti 
and good looks, the newcomer 
is fully prepared to do his bit. 

The years Arbor Day program at 
Gallaudet School was in charge of 
Pearl Herd man. There being 
no more spaTJe available for plant 
ing a tree iu the school yard, 
bush was planted instead. 

Mi. R Culver Carpenter p 
through the city recently, en-route 
for his summer home in Indiana. 
Every Spring and Fall be makes the 
journey between Indiana and 
Colorado iu his aUtomobi 

Mr. Savatore Laberla, who left 
school prematurely, seercts to have 
graduated at the pedal extremities. 
At a recent contest for graceful and 
.accurate dancing, he was awarded 
first prize. The judges Were dumb- 
founded wheu they found out he 
was deaf. 

A food conservation class is be 
ing held Saturday evenings, 8 to 10, 
under the auspices of St. Tl 
Mission, at 1210 Locust St re. 
opened with a good attendance, in- 
cluding several hearing relatives 
and friends of the deaf. The lee 
tores are being interpreted by Miss 
Pearl Herdman. 

"It is an ill wind th't blotf 
good." A high wind recently 
blew down a chimney of the Cloud 
residence, doing considerable, dam 
age to the slate on the roof. The 
Arm for which Mr. ('has. Jones 
works got the contract for repair- 
ing the damage, and Mr Jones was 
on the job. It was a highly satis 
factory job too. 

At the annual confirmation 
service at St. Thomas' Mi« 
Bishop Co adjutor Johnson 
firmed Virginia Kyger, ( 
sen, Julius Housmau, John Fieund 
and Gove K. McComb The Bis 
hop's sermon was Interpreted by 
Clara L Steidemann. Allen' 
dance at tlie service was quite 
large. 

Miss Jennie Susman, of the Okla- 
homa School staff, spent a few days 
in the city with her home folks 
recently, timing her visit so as to 
re while her brother was home 
a on furlough 

The City Evening Schools had 
(heir do- g on the L2tfa 

iust the evening school for the 
conducted by Miss Clara L. 
Steidemann, among them. The 
first year of evening school for the 
deaf was quite successful. 

Mr. F. P. Gibson, Grand Secre- 
tary ot the N. F S. I> . was a 
of the fraternity on the 14th 
and rounded out the day with an 
address at the Mission Hall, I'iH) 

Locust Street, whore there * 

large atieudance. The foil, 
day he added Gallaudet School to 
his already long list of schools visit- 
ed. 

The at nual entertainment | 
under the ausp'cesof the pupl 
trons and teachers of I 
s.diool at 6 i|„n recently, 

came near eq he nest pre- 

vious record for attendance and re- 
ceipts in spite of war COfldil 

Annie M. Roper had general 
oharge of the affair, and 
detail riied out in a 

satisfactory manner. Messrs Moo' 
lile, Web, rich and oth 

• allaudet Alumni, helped out 
this year as their fat In 
them used to do. 



A l.nnactaae Honrtler. 



Harty Lauder said in one of his 
Red ppeals iu Ch 

" ti leroualy. lav- 

ishly wastefnlly Don't be 

like the Scotch. 

" We Scotch are supposed to be 
thrifty even of speech Phi 
Peebles couple wlrb had a boy that 
believed to be a mute, t'oi U p 
to his tenth yeai he never said a 
word. 

le day his father and he wore 
al work in the hay lield, and, gelling 
thirsty, they made then 
a jug of cold tea. 

t ne latlier look the jug and bo- 
gan to drink. As he gulped th, 
i slow, the thirsty hoy said : 
Hake haste!' 
"The father put down the j 
astonish moot. 

lAlkin'l Why dldi 
af 
' 'Kaugkl *ay,' said Tarn." 



OHIO. 



I^ ew t this column may be sen. 

to °»r ( Hureau, care of Mr. At 

11. (.reeuer. s«W Krankliu Ave., Coluniiins, 



April 20, rgrS.— The Silent Club, 
of Toledo, will have a reading by 
Prof. Odebrecht, next Saturday 
evening, April 27th, at 7:45 p.m., at 
Kapp's Hall. They hope their 
friends will help to make it a great 
success. A social with refreshments 
will follow. The admission is 
twenty-five cents. 

Mr. v Jacob B. Showalter will be 
the delegate from the Columbus 
division to the National Meeting of 
the N. F. S. D. at Philadelphia, 
Pa. , in July. Providence permitting 
he will be there, and after the meet- 
ing run over to New York City to 
visit his son who is taking a special 
coarse in Columbia College. He 
has been there since the cold weather 
in the winter closed up the Dayton 
High School where he taught. He 
was given a leave of absence in order 
that he might pursue his studies. 

Mr. Mike Zimpfer, of Sidney, 
Ohio, after following the trade of a 
carpenter— and he is a good one too — 
for twenty-five years, gathered up 
his tools and stored them away last 
November, because work was not 
always steady, but eating and cloth- 
ing must be had to live. At that 
time he took a position with the 
Sidney Acetyline Welding Works and 
has not lost a day since by want of 
work or sickness. What is more, 
the company is so well pleased with 
his work that it has increased his 
wages at two different times, with- 
out even a hint from him for a raise. 
He is pleased with the new daylight 
schedule, for it allows him time in 
the evening to work his backyard 
garden, something he was unable to 
do when working as a carpenter. 
He has added another lot for raising 
vegetables, and in that way will help 
our boys on the other side of the big 
pond to win over the Bodies. 

His son was called on the t9th, for 
physical examination by the local 
war board. Mr. Zimpfer states that 
in Sidney there is great demand for 
young girls and married women to 
work in candy and cigar factories, 
at from $i 5 to $25 a week, if indus- 
trious. 

By the way, the McCaskey Regis- 
ter Company, of Alliance, Ohio, has 
written Superintendent Jones stating 
that they have several positions 
open for typesetters, and if he could 
supply help from the School. They 
pay thirty-four cents per hour at the 
start, and pay time and one-half for 
all overtime. The work hours are 
fifty-four a week. They have and 
have had deaf working for them and 
praise their workmanship. Here is 
a chance for those who are out of 
work and understand manipulating 
such a machine. 

Peter Gillooly writes us from 
Woodlawn, Pa., that the United 
States Steel Company has increased 
the wages of its workers fifteen per 
cent. The Independent Companies 
have followed suit. Two deaf-mutes 
with the company at Woodlawn will 
earn from $185.50 to $2 ro.30 every 
two weeks, aud adds that the 
authorities are perfectly satisfied 
with the work of the deaf. 

Miss Emma Bates has taken the 
position of the Superintendent's 
stenograper and clerk, vacated by 
Miss Hiibbs. 

Henry N. Bell, who left the school 
here in 1866, died at the home of his 
daughter, Mrs. S. C. Byer, of Cope- 
mish, Mich. He was 70 years of 
age. In early life he followed the 
printer's trade aud later forsook it 
for that of a shoemaker. He was 
married. His wife's maiden name 
was Nancy Moritz, who, beside the 
daughter above named and Mrs. C. 
H. Weiss, of Utica, Ohio, mourn 
his death. 

The Cleveland Ladies' Aid Society 
is to give a social in the Turn Hall 
on the evening of April 27th, for the 
benefit of the Men's Cottage at the 
Home. There will be a debate on : 

Should the Japanese be allowed to 
enter Siberia to check the German 
Mesdames Kleinhans an 
will uphold the affirmative, while 
Mesdames Smolk and Maynard will 
argue on the contrary. Friends are 
asked to be present and help a 
worthy cause. Refreshments will be 
served and the admission is twenty- 
five ceuts. 

Verna G. Warner, of Mc- 
Clure, and Mr. William G. Wingate, 
of Belmore. Ohio, were married 
March 30th. in the church at the 
bride's home. Both graduated from 
the Ohio School in the class of roc-7. 
Their future home will be at Bel- 
more. Ohio. 

Mr. Ohlemacher, physical instrnc- 
tar, took the weight of all the pupils 
between the ages of 7 and 20 
week. The table given shows sn 
increase of weight in those between 
the ages of r* and 20, especially is 
this marked over the ear. 

Those in the 7th year appear to have 
made no gain at all. The weighing 
was made with the clothing 1 

The girls have marked the tennis 
; off and have indulged in a few 
games. The bov respect are 

not behind, they have a up a 

new back-stop for the baseball ga; 
but the weather has been interfering 
with playing. 

ne of the boys who went fishing 
last Satuday brought back a five 
pound carp, and today there will 
be others who w ill try their luck and 
hope to do as well if not tetter. 

A.B. G. 
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Champion Wrestler Once a Cripple. 

Would 
a man 31 ft who, wbei 

7, was said by do- 

pple with hot 
limn lo live, to win the national 100- 

ip ? 

I last 



able ca-e an 



hoys and w i the va- 

wrestlb pionship 

was 
■ f them. 

ME FROM OAKV 

iDd., and 
wrestled ui 



France with the American Expedi- 

hei Mmphy was Iwru and 
ityof New York. At 
if a little over Nix yeats he 
id could 
as well as an ordinary he 

> found it impossible to 
! public school Be entered 
lotion for the 
at the ag 

Bars rolled on at, the school, his 
ag was somewli 

peak fluently. 
leaving the Institution he 
worked 

. rmy he was offei «ition 

as one of its buyers. Brother 
hat he should 
ntry first, and belli 

firing, which had 
'tie, would help him, 
I to try to !)• 

b he always 
would accept tbe 
ion. 
In a letter to his sister, through 
i we w< red with the 

■ that 

top before long. He wish. 

convey through this paper his 

mi he would have 
written bi laving for Ft 



but had 
so, two da 



time 

all he was 
in which he 
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rybody is at Camp this week, 
t Schowe,'i8, Rosen, '20, and 
a handful of the Rats. 

Rosen is in New- York City, visit- 
ing relatives 

Schowe is applying his energies 
to less frivolous pursuits than either 
cam: or visiting. 

ire remaining behind 

se they don't know any better. 

Her lligrneier, '20, 

was operated upon for pleurisy this 

week. He lost his share of the 

camp vacation. 

Anyway, it was hardly a vacation 
out there, except on Friday, Ladies' 
Day. That day it was nice and sun- 
shiny, but the minute the Co-eds 
bad gone home in the car, it started 
to rain and kept on raining the rest 
of tbe time. Austin, '18, and a few' 
others took tbe car for home Sunday 
afternoon, seeing that no other 
diversion could be found at camp in 
such weather. As soon as 1 
reached the District of Columbia, 
the sky cleared and ths sun came 
out and the ground became dry at 
once. Can> >we,'r8, 

claims all credit for manipulating 
the weather this way. 
saw to it , that he would enjoy 
Ladies' Day during his visit to us 
on that day, and saw to it also that 
Austin and the rest would be tempt- 
ed to go back to the Falls and not 
disturb him (Schowe) with their 
presence in College Hall. 

Vacation ? The other fellows in 
our tent let us do all the work alone, 
and did nothing themselves but eat 
and sleep. Even while eating and 
, they hogged our share of 
food and of the bed- covers. 
r, P. C, set out for ' 
Falls alone, and got lost on the Vir- 
side of the river. Oh dear ! 
They rowed him across, and he 
appeared amongst us after twelve 
of mysteri' 'pecreim. 

Dr. an<: guests on 

Ladies' Day, and also Prof. 
beTg _ with his wife, child 
tw. 
iighes bobbed up the next 
to I day (Saturday) and stayed 1 



CHICAGO. 



News Items for thin column should be 
sent to ,Je»i*6 A. Waterman, 844 848 Unity 
a«o. 111. 



banquet of tbe Gallaudel 

Alumni of ' at All Angels' 

Parish House, las! Saturday even 
ing, April 13th, was an iinoienseanc- 

1 hat's what those who were 
I. A Journal press agent 
_Tied to jot down the in- 

ing events, but he failed to 
show up. It was left to your re- 
gular reporter to make the usual 
humdrum rpierh 

I the biggest 
feed for the insignificant, sum of one 
dollar," was tbe way one very slim 
food-eiithusiasl shot at me. Be 

We right. The rest echoed his 
Statement, so that I am persuaded 
to wish I had accepted the invita- 
tion. 

- was a banquet minus a toast- 

r, at least the program failed 
to reveal his name. The speakers 
Occupied the front row of the tables 

ir iii an advantn. 
to allow an urn 

vi'»w of their shining personages. 
only out-of-town guest was Mr. 

hardt, of Milwaukee, one of 
ih" pioneer -.indents at Gallaudet 

menu, declarer! by all whom 
I met, was the finest and most solid, 
and I within " war time" 

requil , was under the direc 

tion of E D. KlngOO, official ca- 
terer of the All Angels' Parish din- 
ing room. This gentleman is in 
danger of being drafted as a chef 
in the army or navy, should Uncle 
9am get wise. 

Bei nple of what thegueats 

lined, and if it excites your ap 
for a duplicate you may have 
to pay twfoe the juice at some down- 
town cafe. Look out ! 

ii lion I'arnacheni 

Olive Cold Slaw 

Halibut Saute, Egg Sauce 

Beef Tenderloin, Mushroom Gravy 

Mashed Potatoes String Beans 

Lettuce Salad 

Radishes 
■toga Flakes 
Neapolitan Ice Cream 
Calces Sweet Meat 

Coffee 

After partaking of the glorious 
feast, we now come to the toast 
The program gives the following 
list of speakers and their subjects, 
which served to keep the guests 
well supplied with the finishing 
touches which .always follow at 
banquets : 



Th. 



raper Rav. E. A. Kowse 

illudet . . Or. O. T. Dougherty 
lalludet Memorial . . Rev. O. 



hardt. 



let Days 



Prof. P. S. Engel- 



I h( 



Class 









>reaks up Tuesday, 

^ins Wednesday 

The bread supply was delivered 

ills, on Thursday 

mornings. But the 

whole allowance of bread given us 

did not last out, and some of us 

choose to purchase more at the 

At; 



And the guests who were there 
and who were responsible for its 
huge success : 

Messrs. and Mesdames : V. J. Ilasenstab, 
T Dougherty, J. Purdum, 
O. Hyman, M. Sullivan, C. Bosa, J. K. 
WaUon, B, P. Frank, Wm. Zollinger. 

Misses: M. Tanzar, S. McKee, L. Dillon, 
Mesdames, B. W. Craig, A. Harris. 

Messrs: B. A. Rowse, A. Tanzar, C. 
Jones, F. A. Johnson, R. Decker, J. Smith, 
Hazel, C. Hemstreet, P. 8, 
Bngelhardt. 

ad secretary of 

D.« has returned to 

an extended trip 

through the Fast, lie came direct 

from Denver, where he assisted in 

g a new division Number 

11, Fiom now on he will be mak-. 

or the bigconven- 

n July. 

is spreading 

of the arrival of a 

baby trirl in his family, last Hatur- 



4 tent of 



tie, at 






will 



prevent 
sleep. 



i in the mi 
lignit 






t with 
rolliufir out 



him to 
in his 






Several went ns id caught 

it a few eels and catfish. 

ith a 

rs by sj rday 

unday with us, in a cook's! 
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TRY, AJ 



Tli ; ham which we took 

tbe Falls with us was p in t 

and was thoroughly smok 



to 






rno 



chape 

ness ;i 



Day. 
the H 
is tbe 



the 



girls to the wilder- 



ig ladies are talking about 
own vacation outing 
ow (Monday). 



lowing a prolonged family 
I to name 
Idberg. 
It. Piokelsteiu hj reported to be 

ill at a 1 pital. 

■ may 

itly 'Mine 

Lonis and has a steady 

is printer in this city. 

clipping 

by Mr. hi. Kesslei, of 

ollowittg will be of 

uds: 

" An in .vhieh 

took place vest '->>*>'), 

bat of Miss Mabel A. Kyan, of 

ill H. Ron, of 

i la. T! tnony was 

Ir , at 

Chas. W. 

Kessler, at 11: 30 o'clock. After a 

bride and 
Florida City to 
lay. 
"Tfii < both deaf mutes. 

I 
of Arkansas, .1. Janik and J 

mi. T. L 
ROfl t at the 

"Tl esterdayfrom 



Belmont and Crawford Avenues, 
and was one of tbe popular belles in 
tbe Catholic circles. 

The Frats have chosen John D 
Sullivan as their delegate to the 
convention at Philadelphia, and to 
defray his expenses to and from 
that city, as well as give other de 
legates a lift, a dance will be given 
on Saturday evening, May llth. 
All loyal frats and their friends are 
noted to attend what promisee to be 
a royal good time. 

Robert Sullivan, son of Mrs. Min- 
nie Sullivan, sprained his ankle 
recently. He was taken to his 
mother's home on Wilton Place, 
where be conld get theskilled nurs- 
ing that only a mother can give. 
Mrs. Sullivan considers this work 
quite fascinating, Robert is known 
to his many deaf friends as a former 
professional jockey in the days 
when horse racing was popular. 

This Sunday, April 21st, there 
will be big doings at the Sodality 
Flail, May and llth Streets A 
bunco party, under the "slick" 
directions of Charles Longbran, 
chairman, is going to puzzle every- 
body with something funny. If 
those who attend feel themselves 
" buueoed," they can rest assured 
the money will go to tbe new club 
building fund. 

It's all settled now. The Pas-a 
Pas Club will have its 86th an- 
niversary picnic on Saturday, July 
27th. The scene of the great day 
will be ar, Polonia Grove, corner of 
Archer and St. Louis Avenues. In 
the last issue of the JOURNAL, the 
date, July 17th, was a typographical 
error. It is July 27th. Leave that 
date open. This announcement is 
made early, so that there may be 
inflict with the arrangements 
Of other organization*. 

Note also that the boys of the 
Silent Athletic Club- have their 
picnic on Sunday, June liOth, at 
National Grove. They will have an 
Opportunity to entertain delegates 
who may be on their way to the 
Prat con vent ion at Philadelphia. 
We have not yet received further 
particulars. 



BALTIMORE, MD. 



DETROIT. 



Mr. J. F, Donnelly, of New 
York, and Grand Ruler of the 
Knights of De I'F.pee Society, was 
in this city recently, perfecting 
arrangements for holding tie 
convention of that body, which 
will meet in Baltimore some time 
during the coming summer. 

Uriah Shockiey, a student of the 
Maryland School at Frederick, was 
in Baltimore recently with his 
cousin, Mr. Robert Qulnn, • 
lumbia, Pa., and they took in the 
Sights of the city to their hearts' 
content. They also saw the great 
parade of the soldiers of ' 
Meside, Of which there were |:;,000 
men in line. They also did not 
forget to visit the "Over there" 
Show at the 6th Regiment Armory. 
Mr. Harry Creagei, rormerly of 
tick, Md., who has been 
steadily employed at the steel mills 
at Sparrow's Point, as armature 
winder in I he Blectrioal depart- 
ment, was recently granted a sub 
stantial increase in salary, greatly 
to his surprise and pleasure. 

Mr. Russel T. Roberts, who has 
living In Philadelphia for the 
past year, is back to this eltj 
we all were very glad to welcome 
him again in our midst. lie is now 
employed asfileclerk In the Central 
Fire Insurance Company at a good 
salary. 

A pretty marriage ceremony took 
place at. the home of Mrs. Lizzie 
Landeiislager, Saturday * night, 
April 20th, at 8 km. The con- 
tracting parties were Mr. Marshal 
C. Owens, formerly of Nort 
lina, and Miss Charlotte Kngels 
kirsch, and the ceremony was per- 
formed by Rev. I) K Moylati, 
pastor of tbe Methodist Chun 

The Frats tendered the met 
and their friends a fine social and 
repast, at. their hall, Saturday 
night, at which a very large crowd 
assembled. Eight new applications 
were received, which will oe acted 
upon at the May meeting. 

Mr. Millard Oueal, formerly of 
North Carolina, gave np his govern 
ment job at Magnolia, and has just 
gotten a better position at good pay, 
In a large steel mill. 

J. A. B. 
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News items of Interest to tba deal of 
Michigan may lie addressed to Mi 
Colby, WW Marn.iM-t.tii MuililiriK, I 

Iptions will be received ant forwarlrl 
ed to tii« Dkaf-Mutbs' Journal. 



The Catholic Deaf Society will 

hold ;ui entertainment, Sunday 
afternoon and evening, April 28th. 

The Detroit /' -of April llth 

repotted as follow : 

"To Correct some ideas normal 
persons entertain In regard lo the 
faculties of the deaf the Bphpheta 
Society of Detroit, composed of 180 
deaf persons, will five an enter 
tainment in the Knights of Colum- 
bus hall the evening of Sunday, 
April 28th. 

Each of the program numbers la 

original and each has been design- 
ed to prove the capabilities of Ihe 
members. In the lobby of the hall 
handicraft will be displayed to show 
the Interest tbe members lake in 

fancy work and photography and 
other avocations. 

William Kerwin Liddy, of Wind 
sor, Out., is president of the so 
ciety, which has held monthly busi- 
ness meetings since Its organisation 
three years ago. Rev. Fr. Saul 

manu, chaplain of St. Mary's hos- 
pital, is moderator of tbe society 
Father Kaofmann who sent, out 

his April report says in part: 

" I write early this month for two 
reasons: first I want to urge you to 

buy Liberty Uonds, like good 

Amer liceus; and secondly to 

tell you that the preparation 
our exhibition are la full swing. I 

am sure that we will more than get 
over the top with tbl Of the 

Liberty Bom \ou 

buy ; and I am equally Certain thai 
oni exhibit in the Lobby of tbe K 
C. bail, where all who cotne to our 
"show" are forced to take notice 

What will be exhibited ? 

a. Fancy work of every description 

b. Plain sewing. 

c. Special blp. 

d. Home made cakes and 01 

frail, 

e. Aeroplanes and snbmai 

Chasers if our friends CSU l 

plete them In time 

f. Any old Ihing-you have 
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Pastoral Aid Society— Kvery Thurs- 
day afternoon. 

, I Men's Club— Third Tuesday of I 
| Ephpl. for tbe Deaf at | month, 8 p.m. 



above Ailmriicny Avenue, 
I'l.lladnlolilH 

KSV. « . (I. Dantcbr. Pnltrtr, 8M8 N. t»U 

Holy Communion — First Sunday, 
10:80 a.m., Third Sunday, 
CM. 

Morning Prayer — Third Sunday, 
10:30 A.M. 

Evening Prayer— Kvery Sunday ex- 
blrd, '<:00 P.M. 

Hible Class— Kvery Sunday 4:14 
P.M. 

Clerc I.iteiary Association — Kvery 
Thursday 
o'clock. 



" We will put your name ami 
address on the article, end If you 

want to sell the article we put the 
on it too. < lerlainly ii any of 

your non-Catholic deaf friend want 
to exhibit, they may do so. All 

articles except the cakes must be 

brought either here to the Hospital 

or to Mrs. Laporte, or to Mrs. 

Wernei ' not later 

than April 25th. -mber 

(One more knot in the bander- 

chief). 

" Now let's work hard to make the 
whole affair a big success, if row 
cannot light In the. trenches, boy 
Liberty Bonds to help tbe boys who 

fi^hl for us. If you are loo 

ful togetonthe stage, sell tickets 
to the bearing people, no that the 
large beautiful ball will be Ailed i" 

the last si 

Father KaufuiMiin is spiritual 

lor of the Catholic deaf and a 

chaplain of St. Marj tsl. 

Mr. and Mis. J, A. Moymhaii are 
still living in Flora, Ontario, having 

just moved Into a lovely apartment 

with Hydro lights, etc. Mr. Moyni- 
han has been kept conlinn 

busy making huge I Selds, 

They take both the JOURNAL, and 

ited in regard to tbe world of 
silence. Miss Mm ii- I Welkes, of 
Philadelpia, an only SMter of .Mrs. 
Moynihan, will soon be married to 
an Ex- Ray Specialist of I 'hi la 
phia. 

In honor of Keith Watt M 
twenty friends motored to Ml. 
nous in three antOfl and dined at 
a hotel Sunday afternoon, April 
21 si. 

Mr. and Mis. .lorry Devilieg have 
relurned to their home in Grand 
Rapid* after spending smne time in 

Pontine. They rialted friends In 
Kalamazoo en roi 

Mr. and Mrs Morton Pratl 
motored lo K ml 

r with tl ing set." 

Mrs, Philip Schrieber and baby 

Virginia, of Flint, nre spending two 
weeks' recreation on her parents' 
farm, at ( " Daddy " 

Seln expected soon to join 

ins family. Little Virginia has 

adopted the overall tin mi 

lar to that, of her grandfather as 

being most suitable for country 

life. William K. Lldi 

thnsiMtlc frat, has joined the D. A. 

[>. He was eli e t<> 

the Philadelphia Convention i 
summer. 

Mrs. R II. Mcl.achlan was most 
delightfully reminded of her birth" 

iry at bar bom 

• I Aventl lay afternoon, 

April 12th, by tw 
friends. Mrs. Me' LflOhlae was 

flted with in lul gifts, 

t is needless lo stale that tin 

affair was thoroughly de 
lightful to the company as w, 

to Mrs. He Laohlan. 

A. Frost, of (irand 
a Sunday visitor in Kalatn 
March :;ist. 

Mi. If. M. Taylor >» old 

" Kazoo," 

with the jobber's pin 

His family will remain in Alii- 

for indeflnit' 

In honor of A Japes the 

Colbys gave a pleasant party W 



nesday evening, April 10th. The 
party was most delightful in .-very 

respeot, games and plenty of music 

being the principal diversions of 

tl venlng, Ligbi refreshments 

The I). A I) has a Irttleofllee, 6r 
rather a little readiug room, where 

members can And much go d read 

Ing The Journal, Silent Worker, 
Illinol Ifirror, Tin 1 ( '"//- 

adian, Th ind others, are at 

their disposal, 

The local N. F. S I) will given 

t Social" lo some now members 

Saturday evening, April 

Boys, be prepared and meet your 

gallantly, A business meeting 

will be held on Sal unlay evening, 
May 1 I tli 

Mr. and Mrs. Arthur Kink have 

sold tlieit home in Florida and are 

in Michigan With their two 

children and house goods! They 

lopping with Mr. and Mis. 

Henry Maher, of Marcellus, Mich. 

Understood that Mr. Rink re- 
cently boughl a forty-acre farm with 
good buildings a short distance away 
from the Mahei iaim As soon as 

the deal Is closed he will move the 
family immediately to their new 
home. Mr. Rink is ai present 
studying scientific agriculture, with 
tbe op to date experienced farmer, 

Henry. Host wishes to Arthur for 

farml 

.1. Nniboit (^uinn and Ills l 
Mamie, 708 Weal Cedai Street, 

Kalamazoo, entertained the pedto 

circle, April 8tb, to a card game 
al thefr home. A good time and 
dainty ' cats" nere enjoyed. 

Mn 
in Chica 

Mr. ami Mrs. Japes have return 

ed from their three mouths' honey 

moon, and a reception was tendered 

them ai the residence of her mother, 

Mrs. C. C. Colby, 478 Cadillac Ave 
nue, Monday, April 

Keith Wan Mori Is, of New ITork, 
is in Del roil, I ho guest of Ihe JiDCS 
and attended the reception. 

While in Bel koley, Cal , Mi 
Mis. Japefl visited the School for 

the Deaf and met Fred B 

met with accident Oil their 
,t trip. Then Irani was 

wrecked twice, it collided wlih a 

,t ( Rio Grande) eighteen miles 

not th of Colorado Springs, April 6tb. 

Thlrty-SiS pat wore injured. 

About midway Is the Royal 
. the deepest and nam 

Of the canon, where the walls 
rise to a height of tWO thousand, 
five hundred feet, and Ihe river 

channel is m •■! ed that the 

railro ried over th 

by a bridge led from the 

den of 

the Cuds, is a wonderful pin 

II is Where tbe Indians wor- 

■ 

There tcks t hat look ■ 

ed like t v •;, whicl 

mels." 

Iffferenl profit 

.John Bonn, Bnffalb, Cherub's 

head, also mushrooms, toad-stools, 

etc. Tin visited Ihe South 

Cheyenne Canon, whore Helen 
Hunt JaebSOn was buried. I 

I to pill two pebbles 

on b< and take oni 

Mil: 
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ia|is \oll think wi , in Boston, 

M, and that We live in a 

City. Wo have had several 

socials and dances during the past 

Ml, N, 

I)., bad an entertainment and 

the lasi of November; 

then the Horace Mann Benevolent 

nee on the lasi day 

|| year, hot b I of which 

well attended. 

On April '.)i Boston Alum- 

ni Of the Clark School held I 

party, for the tobacco fund foi oni 

On April ISlh the Local K< 
of i\f 1'Fpoe also had a card party, 
to which about lifly people went. 

As 
month, th boa lunch party, 

well attended. 
The i Vnxlliary, which has 

lis, made ;i 
little over |61 that Dig 

They expect to have another 

,| gathering on May 30th, 
i month will bi one 

for tie and the II. M. B. 

I n, as both .lions 

the latter 

Tin- lit. lb (lion, 

the in I ol New 

England, will i<> know thai 

rapidly f I mil 
lie hopes In be 

•ton the latter pari of this 
month. 



HI. Andrew m «•!«■••» IWI««Iom, 

Trim 

Ttiftn. 












Third 

Mill 
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News Items for thin ooliiiiin IbOuld lie 
..is N'orth Dovr 
lint,. I,, Will, fa 

A wedding cake party was ten- 
dered to Mr. aud Mrs. Albert C. 
Hagy, who were recently married, 
by friends at the home of Mr. and 
Mrs. John J. Cligget, 1916 North 
Twenty-second Street, on Friday 
evening, April luTh. Mrs. Cligget 
is a sister of Miss Alice K. Donohue, 
who planned the affair and was aid- 
ed by other members of the family. 
Mr. and Mrs. Hagy were not ap- 
prised of the nature of the party, the 
intention being to surprise them, 
and they were not only surprised 
but received a number of pretty and 
useful presents. The evening was 
passed very pleasantly in a social 
way, and dainty refreshments were 
served. Among those present be- 
sides the above mentioned persons 
were Mr. and Mrs. Joseph S. Rogers, 
Mr. aud Mrs. Irby H. Marchman, 
Mr. and Mrs. Elmer E. Scott, Mr. 
and Mrs. Charles I'axton, Rev. and 
Mrs. I intzer, Mr. and Mrs. 

Jas. S. Reider, Mrs. C. Partington, 
Mrs. Thos. Breeu, Mrs. H. E. Arn- 
old, Misses Fannie Stuckert, Helen 
R. Nickel, May E. Stemple, Matilda 
O'Neill, Susau McKinney, Margaret 
and Florence Donohue, Rhea 
Schwereiner, Hilda Partington, aud 
Messrs Harry K. Stevens, John A. 
b, William McKinney, Joseph 
Mayer, Jr., Joseph Donohue and 
William Mclntyre. 

On Saturday evening, 20th inst., 
a party was given to Mrs. Arthur 
Fowler in honor of her birthday, at 
the home of Mr. Fowler's parents. 
Otfts were presented to her^ and a 
nit evening was spent by all. 
tea Mr. and Mrs. Fowler and 
parents, there were present: Mr. and 
Mrs. William II. Lipsett, Mr. and 
Mrs. Harry (',. Qunkel, Mr. aud 
Mrs. Joseph S. Rodgers, Mrs Burns 
Crider, of Bellefonte, Pa., Mrs. 
Fischer, Miss Marion Bailsman, of 
Clifton Heights; Miss Lillian Learn- 
ing, of Camden, N. J., Misses Mary 
Price, Lottie Matthews, and Esther 
and Messrs. Nelson Shaw, of 
Norristown, Hlruer Mock aud 
William Helmer. 

Just before the meeting of the 
Clerc Literary Association In All 
Souls' Parish House on Thursday 
evening, 18th inst., Mrs. Thomas 
Breen was surprised by a number 
of friends showering presents upon 
her, in rememberauce that she had 
reached the sixtieth milestone of her 
life. The Association's meeting 
was held as usual, Mr. Harry E. 
Stevens entertaining in lighter vein, 
and afterwards M 
day was further ci 
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fresh ments and enjoying 

The Men's Club of 
Church for the Deaf gave a social to 
which ladies were invited, on Tues- 
day evening, r6th of April. Al- 
though a free lunch was held out as 
bait to draw a big crowd, there 
were not so many bites as had been 
expected. There were, however, 
I ile at the rooms to make 
an enjoyable social evening possible. 
The ladies patronized the billiard 
tables, and, oh, my ! you should 
have seen how tenderly they treated 
the pretty varicolored balls. 

We regret to report that Dr. 
Crouter's health is such as to cause 
friends some anxiety. He has 
not fully recovered from his illness 
of last summer. He seems to be on 
a sure road to recovery, but there 
has been an unfavorable change in 
his condition the parft few weeks, we 
learn. We hope for the best. 

The Men's Club, on April 10th, 
held a short business meeting and 
elected the following officers for the 
oing year: President, Arthur 
Fowler; Vice-President, Thos. B. 
Jones, Secretary-Treasuer, Harry E. 
-ns. 

Mr and Mrs. Burns Crider, of 
Bellefonte, Pa., are in the city for a 
few days, stopping with Mr. and 
Harry O. Qunkel. 

Mr. Sylv n has been employ- 

it the large Dreer Nurseries at 
Kiverton, N. Y., for about five years. 
■ well and was receutly 
promoted. His home being in this 
lakes weekly trips here. 
Remember the Rubber Social and 
Games at Grand Fraternity Hall 
'unlay <■■ \pril 27th. 

Rev. C. O. Dant/cr presented a 
II class for Confirmation at 
Wilmington, Del., last Sunday, 21st 
of April. 

Miss Gertrude Parker has return- 
ed to Philadelphia with the birds of 
ing. She spent several months 
at her home in Leipsic, Delaware, to 
nd her mother, who has been in 
poor health. She arrived here last 
lay, 19th, giving us a glad sur- 
prise. 
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by those 
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Our I'lrnl l'ii|.i r Mill' 



The llrsl papet mill in this noun 
try was Started by William Urad 
ford 111.111l.mvn, Pa., in 1090. 

Il was known as the Riltonhouse 
Mill, and, of course, Ihe paper was 

made by hand -the first machine 

for the purpose being Invented in 

1 Frenchman, Louis Robert, 

The Invention of paper \» attr1« 

buicd iii a Chinaman named T'aai 

lain, who is said to have made il 
from bark, hem; md old Hah 

in the year I0. r > a n. Six con 

iinies later tbe Arabe captured the 
Chinese olty of Samarkand, and 
there learned tba art of paper matt 
ing. — Phila. Ledger. 



